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PRICE THREE CENTS 


ANDITS 


ROBBERS GET 


100 PIECES OF 
VALUE IN HAUL 


MAIL CLERKS BOUND UP WHILE 


BANDITS LOOT MAIL SACKS- 
OFFER BIG REWARD 


RIFLE CLUB TO HAVE 


AN INDOOR GALLERY 


NEW. ARMORY WILL PROVIDE 


QUARTERS FOR LOCAL 


ASSOCIATION 


(By, Associated Press) 


Minneapolis, Minn., Dec. 3—100 


pieces of registered mail was taken 
from the C. M. & St." P. passenger 
train No. 6 by two bandits shortly af- 
ter 7:00 a. m. today according to po- j 
lice officials. The bandits boarded the 
txain and bound the mail clerks and 
jumped off the train with the register- 
ed mail. 
* 


No estimate of the loss has heen! 


made by postal authorities of the po- 
lice. 


Gave Registered Mail 


There were three clerks in the car, 


E. A. Anke, Minneapolis, F. C. Tous- 
ley and A- E. Oatman. St. Paul. They 
state that they did not know the ban- 
dits boaids the train until they com- 
manded to deliver the registered mail, j 
The three men were bound and laying j 
on the floor when the train stopped at | 
the station. 
I 


Police have started a search for the | 


bandits who are believed to have been 
picked up by an automobile after they 
jumped from the tram. 


Valued at $75,000 
! 


Minneapolis, Minn.. *-Dec. 
3—The! 


registered mail was unofficially valu- 
ed about from $25,000 to 
575,000-! 


Postal authorities 
are 
cooperating 


with the police of Minneapolis and St. j 
Paul in a search for the bandits. 
' 


It was announced that a reward of 


,$1,000 had been offered for the arrest I 
of each of the men. ^Postal 
officials | 


would not make an estimate of the 1 
value of - the one hundred pieces of | 
mail stolen. 


The new Armory which was re- 


cently rented to promote the enlist- 
ment and organization of a National 
Guard unit in this city will also serve 
as quarters for the local branch of 
the National Rifle Association, Capt. 
W. E. Herschleb states. It is the in- 
tention of the Captain to call a meet- 
ing of the nTembers soon when the 
matter of 
establishing 
an indoor 


course at the new armory and other 
matters of interest to the members 
will be taken up. It is expected that 
the interest will be kept up in the as- 
sociation this winter and some shoot- 
ing will be done on the range next 
summer. 


GEO. .WILLIAMS, 


GIVEN PAROLE 
BY JUDGE PARK 


DISTRICT ATTORNEY RECEIVES 


PAPERS 
WHICH 
WILL- RE- 


LEASE MAN ARRESTED 
IN 


NEW ORLEANS 


LOCAL SCOUT 


GIVEN HONORS 


TOM NASH MADE STAR SCOUT 


AND AWARDED BADGES FOR 
DISTINCTION; 
IS UNUSUAL 


Thomas E. Nash, of this city, has 


been awarded the honor of Star Scout 
an unusual distinction of the Scout- 
ing world, the badges having arrived 
here today. Thomas Nash is the only 
Scout in Wisconsin Rapids and prob- 
ably the only one in Central Wiscon- 
sin who has been awarded this honor. 
There are several Star Scouts in the 
State but they are principally locat- 


GRACE LUSK ASKS . 


GOVERNOR'S PARDON 


WAUKESITA SCHOOL TEACHER 


SERVING 
NINETEEN YEARS 


WOULD BE FREED 


Madison, Wis., Dec. P.—The applica- 


tion for pardon of Grace Lusk, Wau- 
kesha achool teacher, who was sen- 
tenced in 1917 to ninct. en year- in 
prison for muidor of Mrs. Daniel Rob- 
erts, will piobably be hoard by Gov- 
ernor Phihpp next Wednesday on his 
last day of hearings, L. C. Whittet. 
executive secretary said today. Papers 
have been filed by Dr. Lusk of Mosi- 
nee. father of the girl, and the case is 
on the calender for consideration. 


An unusually large number of ap- 


plications for pardon have been 
ic- 


ceived by the governor this month, it 
\vus .said at his office today. Requests 
for release of twenty prisoners have 
been made while the usual number is 
under twelve. A belief that the out- 
going- executive will be lenient is re- 
sponsible largely for this condition, it 
was said. 


Govei nor Philipp returned to Madi- 


son from Milwaukee late yesterday, 
and today i^ in conference with the 
State Board of Public Affairs on con- 
sidertion of oC departmental budgets 
for the coming bienniuin. 


STATE MEN SPEAK 


Madison, Dec. 3—Chief Engineer 


Hirst 
and 
Construction 
Engineer 


Kuolling of the State Highway Com- 
mission are on the program of 
the 


Sixth Annual Meeting of the Ameri- 
can Association of State Highway Of- 
ficials to be held in Washington, Dec. 
13 to 16. Chief Engineer Hirst will 
speak on "Relative Service Value of 
Different Types of Pavements." 
Mr. 


Kuelling will talk on Analysis and 
Preparation of Estimates." 
Forty 


state highway departments 
will 
be 


roprescnted at the meeting-. 


-» 
THOMAS NASH 


ed in Milwaukee where Scouting has 
been in proeiess for a number, of 
years. 


To gain the distinction Tom was 


required to pass ten of the tests 
which go with the work. On the com- 
pletion of his fi: st fh c, which were 
Fust Aid. Life 
CaMiio., 
Personal 


Health, Public Health 
and Pioneer- 


inc', he was awarded the honor of be- 
ing a Life Scout. The completion of 
five more brought him this latest 
honor. Tom \\cnt one better than fhe 
needed, and has completed six of the 
tests wh.ch are put up as Scout con- 
tests. 


Tom is sixteen years of age and 


has been a Scout for the past four 
years. 
He is a member of Troop 


Two which is affiliated with the Con- 
giesjational Church. 


EVANGELIST SPOKE ON 


PRAYER THURSDAY EVE 


AVI SCON SIX K A PINS 
jx\n,y TUTUUXK 


Paid Circulation— 


Wisconsin Rapids 
1203 


Port Edwards, 
Nckoosa. 


and Biron 
272 


Rural 
' 
463 


TOTAL, Dec. 2nd 
1938. 


Total, Dec. 1st 
1917 


Net gain, Dec. 1 
21 


The Daily Tribune has Rained * 


<116 new subscribers since Sept. * 
27, 1920. 
* 
* * * * * * * * * * * 


COMPOSER ENTERTAINS> WITH 


SONG WRITTEN AND SUNG BY 
HIMSELF 


^ 


F.vangclist Geo W. Taylor gave a 


striking and unique talk on prayer at 
the Firs>l Baptist church last night. 
The mcs-sage \vas pi-eceded by a son^- 
service led by the musical director, 
Mr. Elton M. Rolh, who sang- one of 
hi.i own compositiors, entitled, "Over 
in the Glory Land", which was enthu- 
siastically received by the audience. 
He also sang two other selections. He 
is one of the young song writers of 
America, having already written near- 
ly 100 songs, and will render one of 
his own new and original songs each 
evening. As a special feature tonight 
he will sing a unique song by Capt. 
Stanley, the converted comedian, en- 
titled, "Serving the Lord in My Weak 
Way," and idso his own great song, 
"The End of the Road." They arc both 
worth going miles to hear. 


Mr. Taylor will speak tonight on 


"The Paramount, Issue in the Chris- 
tian Life," which he says promises to 
bo a warm numbci-. 


Geo. W. Williams, convicted 
by 


Judge Byron B. Park to serve four 
years in the state penitentiary 
at 


Waupun on a charge 
of 
securing 


money under false pretenses and issu- 
ing worthless checks, \\ill be paroled 
according to District Attorney Fiank 
W. Calkins. The papers granting Mi. 
Williams' parole were returned to the 
District Attorney today, 
signed by 


Judge Park. 
Mr. Williams will be 


turned over to the State Board of 
Control who will have charge of Mm 
for the coming four years. Williams 
was convicted several weeks ago and 
has been lodged in the County Jail 
here since the trial, waiting for the 
decision of the 
authorities as , to 


whether or not he would serve his 
term. 


Wait Board's Action 


What the nature of the woik which 


will be found for Williams by 
the 


State Board of Control will depend 
on Mr. Joostad, their representative, 
who covers this district, Mr. Calkins 
states. There''has b^en some talk of 
placing him in the employ of the Ne- 
koosaEdwards Company %\here 
he 


was employed previous to his trouble 
but that is indefinite as yet. Mr. Wil- 
liams states to the authorities that he 
is a mining engineer and while in this 
district displayed a very broad knowl- 
edge of mining- subjects and opera- 
tions. 
/ 


Faces Heavy Bills 


.. _Mr.. Wililams will leave-the confines 
of the local bastile facing bills which 
total about $1,500 which he is alleged 
to have run up with merchants 
and 


business men of this city and Nekoosa 
before arrested. One of these items is 
for moie than $200 which ^as spent 
in returning him to this city after he 
was arrested in New Orleans. Accoi-d- 
ing to the decree of the judge this 
item to the county's coffers will be the 
first one payable. Heavy clothing bills 
and money borrowed on notes are fig-, 
ured in the items on the list held by 
the authorities. 


In spite of the fact th'at several of 


hi» friends were owed sums of money 
which ranged from a few dollars to 
considerable amounts the local auth- 
orities state that most of the creditors 
were anxious to see Williams paroled 
and given an opportunity to square 
his debts. Williams \lias expressed hi& 
desire to square up all his accounts 
and \\ill be given an opportunity to 
under the new arrangement. 


M'SWINEY TO 
ARRIVE SATURDAY 


WIFE OF HUNGER STRIKER DE- 


LAYED BY THICK WEATHER 


(By Associated Press) 


New York Dec. 3—Mrs. MacSwiney 


v. idow of the late Lord Mayor of 
Cork v,ho stained himself to death in 
a British prison, 
probably will not 


set foot on American soil until to- 
morrow. 


This was announced today by offici- 


als of the White Star Line who 
slate the Steamer Celtic, bringing 
Mis. MacSwiney to testify before the 
Committee of one hundred investi- 
gating conditions in Ireland, would 
net reach nuarantinc today as was 
expected. 
It was reported by wire- 


less that the delay was caused by 
thick weather. 


PLAN ROAD SCHOOL 


Madison. Wis.. Dec. 2—The annual 


road school and meeting of highway 
commissioneis of the state, will 
be 


held in Madison commencing January 
31. 
The program for the gathering 


has not been completed but 
will 
be 


ready within a few 
weeks. 
Every 


county in the state will be vcpresent- 
C'l by one or more delegates. 


MOVES TO NEW OFFICE 


C. E. Boles has moved from-the of- 


fices in the Lyon Block on Gi'and Avc. 
which ho has occupied for the past 
sixteen years into the offices made va- 
cant by. the death of the late Dr. A. 
L. Ridgman. His former offices ai-c be- 
ing redecorated and will be occupied 
by H. D. Mintz ,as soon as the work 
is finished. 


M. T. Foster of Savons Point 


transacted busincs here Thursday. 


ST. PAUL TRAIN 


SPRING OR WINTER? 


LILACS ARE BUDDING 


FINE 
WEATHER 
ENCOURAGES 


LEAVERS TO'COME OUT 


HERE 


The prolonged warjn weather-1'has 


taken all the zip out of the Christ- 
mas spirit and has caused people to | 
wonder what is coming next. No one 
is grumbling 
but just 
wondering 


whether spring is to follow fall or 
whether winter is_eoming. 
On the 


R. J. Mott lawn, the lilac bushes have 
decided that it is spring instead of 
winter and accordingly have voted 
unammausly to bud out for the spring 
toliage. 
To make good either deci- 


sion, the lilac bushes have started the 
leaves on their way and each, bush 
bears large green buds almost ready 
to sprout into the leafy glory. 


In other places in the city observ- 


ers have found that the shrubs and 
bushes have been anxious to herald 
the coming of spring'. In three weeks 
the people may be wishing- for the 
warm days we now haye, who knows. 
ELKS MEMORIAL 
SERVICE SUNDAY 


LOCAL LODGE 
WILL 
HONOR 


MEMBERS WHO HAVE PASSED 
INTO BEYOND 
AT SERVICES 


.SUNDAY AFTERNOON 


Elks who have passed into the great 


beyond v.'ill be honored on Sunday af- 
ternoon at the Wisconsin Rapids lodge 
when a "Memorial Service, which will 
be open to the public of this city, will 
be held. A program, which promises 
to be very fitting for the occasion has 
been prepared and "will include both 
speakers and musical numbers. Mr. M. 
D. Kelly, JD£ Milwaukee will be 
the 


principal speaker of "the day while^lo- 
cal speakers will deliver eulogies for 
those members of the Wisconsin Rap- 
ids Elks lodge who have passed away 
during the last year. 
The program 


opens at three. 


Two Have Gone 


Two Wisconsin Rapids Elks have 


passed away during the year, they be- 
ing Maurice E. Burr, formerly of this 
citj but later of Superior, and Dr. A. 
L. Ridgman, a charter member of the 
local lodge. The eulogy for Mr. Burr 
will be deliveied by Wm. A. Drath 
while the eulogy for Dr. A.t L. Ridg- 
man will be delivered by Past Exalted 
Ruler W. H. Carey. Mr. Burr joined 
the Elks lodge while with the Central 
Division of the Wisconsin Highway 
Commission with headquarters here, 
latcr/going to the northern city but 
retaining his membership in the local 
lodge. 


The Elks aie laying stress on the 


fact that the Memorial Services are 
open to the public and the families 
aic expected to attend as well as the 
members of 
the 
lodge and 
their 


friends. 


Have Good Program 


The program which has been com- 


pleted is as follows: 
Vocal Quartette—Mis. Edgar ICel- 


logg, Mrs. Herbert Karberg, John 
Roberts, W. J. Taylor. 


Ritual Work 
Lodge Officer^ 


Violin solo 
Mrs. Edgar' Kellogg 


Ritual Work 
Lodge Officers 


Eulogy for 
Brother Maurice E. 


Burr 
W. A. Drath 


Vocal Quartette. 
Eulogy for Brother A. L. Ridgman 


W. H. Carey 


Ritual Work 
Lodge Officers 


Oiation 
M. D. Keliy 


The lodge officers who will conduct 


the Ritual Work are: 
Exalted Ruler 
F. D. Abel 


ES. Leading Knight...J. L. Remhart 
Es. Loyal Knight 
Niel E. Nash 


Secretary 
S. W. Howard 


Treasurer 
Frank Walsh 


E^qime 
0. R. Koeniua 


T> lev . .". 
A. A. Heger 


Chaplain 
E. G. Doudna 


Inner Guard 
C. A. Hatch 


Trustees—Ray Love, P. C. Daly, and 


L. M. Nash. 


Organist 
W. L. Wood 


Orson P. Cochran returned Thurs- 


day evening from a week's business 
trip to Babcock. 


BREAD PRICES 


TO DROP HERE 


IN DECEMBER 


LOCx\L 
BAKERS SAY 
LOAVES 


WILL BE SOLD CENT CHEAPER 
ABOUT MIDDLE OF MONTH; 
GET CHEAPER FLOUR 


The price of bread in Wisconsin 


Rapids will fall one cent a loaf about 
December 13th acording to an an- 
nouncement made by A. J. Anderson, 
proprietor of the Wisconsin Rapids 
Bakery Co., and Wilbur E. Herschleb, 
proprietor of the Herschleb Bakery, 
today. The reduction in prices is laid 
principally to the decline in the price 
of flour and will keep pace with the 
same reduction which will be made in 
the larger cities at the same time. 


Not Affect Pastries 


The new prices will not affect the 


prices of other pastries and similar 
goods which are handled by the local 
bakers they state, as the people of 
this city have been getting1 these com- 
modities cheaper than they have been 
in the cities right along. The prices 
on bread have been the same as those 
in the cities, Mr. Anderson states and 
will, decline with them. 


Altho the cut is being made In the 


price of bread at the present time the 
bakers admit that many of them are 
making bread with the high priced 
flour which they contracted for some 
time ago. Many of the bakers 
were 


not looking1 for -a^reduction in the 
price of wheat or in flour-for several 
months, and had signed up contracts 
for as long as a year on the higher 
basis. The cut in these instances, they 
state, will bring a direct loss to the 
baker which he will have to sustain. 
Local bakers state that th'eir contracts 
are of short enough duration so that 
'they "will 'not suffer heavily thru this 
loss. 


Explains Situation 


Another angle of the 
situation 


FIT UP NEW ARMORY 


WITH GYM EQUIPMENTibAYS EXTRACTS 


ARE FAULT OF 


. 
MANY DRUNKS 
Work 01 fitting up the new Armory j 


building next to the Amusement Hall, LOCAL WOMAN TELLS DISTRICT 
has been progressing nicely, accord- 


CAPTAIN BUYS BILLIARD TABLE J 


AND INSTALLS IT IN CLUB 


ROOMS 


ing to Capt. Wilbur E. Herschleb, 
who has been 
ordering equipments 


for the place. 
Mr. Herschleb states 


that he has a new combination bil- 


ATTORNEY THAT MEN BUY 
FLAVORINGS TO CONSUME; 
STORES REPORT HEAVY SALES 
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Hard and pool table which will be in- 1 . , ^° SOOner had the \Visconsm Rap- 
stalled in the cub rooms above the ' 1C1S j°ailv T"bune reached the homes 
Armory. He says that he has already , of * , pe°ple °f this clty on Tilursday 
signed up twenty men for the propos- | an<1 the announcement of the earn- 


&1 
' 
' 
" 
ed company of infantry here, and has 
a&'amst the 'Wine °* Pepsin," 
, 


a number of prospects which wll i fnd other alleSe<l intoxicating- drinks 
sign up in the near future. 
Baskets j been annouced than. District Attorney 


have been oidered and later it is in- 
tended to fit up 
basket ball games. 
will 
be installed 


will probably be a popular pastime 
with the boys.' 


the Armoiy for 
Hand ball courts 
and volley ball 


LOCAL HUNTER 


SHOOTS MOOSE 


GUY NASH GETS LARGE SPECI- 


MEN OF BIG GAME IX XORTH- 
ERN 
MINNESOTA; 
HAS 


CEI£/ENT AXTM3RS. - 


EX- 


Capt. Guy Nash has returned from 


Frank W. Calkins started to answer 
the telephone, some commending the 
move and others protesting, while one 
woman said to the District Attorney: 


Blames Extracts 


"That Wine of Pepsin and some of 


the other wines are not the 
only 


I thing in this town that are respon- 
' sible for drunkenness. Men are buying 
flavoring extracts and drinking .them 
as they contain alcohol." 
•) 


While the District Attorney did not 


deny to the woman that this might-be 
a fact, the explained that the extracts 
which are handled by local grocery 
stores are sold as a flavoring and not 
as a beverage, nor are they sold for 
beverage purposes. 
Atty. Calkins 


states that the law is specific about 


northern Minnesota where he spent! thin£s being sold for beverage pur- 
several days moose hunting. He did \ Poses anc) said that extracts are not 
not return alone, however, but in 
order to show his prowess as a hunt- 


included in that class. 


Ginger preparation, a flavoring us- 


er took a twelve hundred pound bull,' ecl in cooking, was one of the extracts 
moose Into captivity and has the \ which came in for a complaint by a 
animal on display at the Link MeatJ local woman. Inquiry at several local 
Market in this city. 
Mr. Nash had j stores revealed the fact that they eith- 


almost given up the idea of getting, er did n°t handle tli2 commodity or 
an animal when he made the killing, j were entirely out. The extract is Said 
and a specimen of big game that is to carry a heavy alcoholic content, 
-said-"to be an excellent one by the, Other ginger, 4avo]±igs-*~wl»cJi-~-were, 
hunters of that region. 
} found in the stores contained as high 


Made Final Hunt. 
'-as seventy-five percent but according 


Mr. Nash, was in company with to the stoic keepers there has not 


which they state is rarely considered ' Howard Weiss, of the Burgess Lab-1 been an extraordinary demand for the 
is that flour, which one of the 
pal commodities of which bread is. 
^T 
mn_ 


made, is only one of the things that ?on' New fersey- 
The Hunters 
' 
*i 
*-" 
T-\r\/rn 
c«Tlrtl-t r+$ f\ rr 
ft 
enters into its manufacture. 
The 


amount of shortening used is three or 
four percent, Mr. Herschleb states, 
while powdered milk amounts to four 
to five pounds to the barrell of flour. 
The bakers are using more salt in the 
manufacture of bread and necessarily 
use more yeast, he explains. 


SEARCH FOR MISSING 


MERRILL EX-SOLDIER 


EX-SOLDIER HEARD LAST FROM 


TEXAS CITY IS GONE 


and 


King, an illustrator, of Patter- 


had 


been spending several days in the 
north woods of Minnesota at Lut- 
son, near Grand Marais. 
The trip 


had apparently been a failure and 
one df the party had returned home,, 
giving up hope of killing a moose. 1 
The other two members of the party • 
had everything in 
preparation 
to, 


break camp one day and had gone as 
far as packing up their equipment.! 
Deciding that they would go out and 
make a final hunt Mr. Nash shot 


extract. 


Says Lemon is Popular 


An investigation showed that the 


lemon extract on sale contains as high 
as 85 percent alcohol and is in heavy 
demand in this city. One grocery man 
said: 


r "They keep us cleaned out of lemon 


extract entirely and they all claim 
that they are using it for flavoring 
purposes. When a man comes in and 
buys more than one bottle wje always 
inquire of him what purpose he wants 
it. The answer is invariably that his 


Edward Norbert Doheny, of Merrill,- 


a graduate of the high school of that 
city has been missing since last July. 
The last word received from 
the 


young man was when he was at the 
Hotel Paso del Norte, at El Paso, 
Texas. He is twenty-one years of age, 
has black hair, blue eyes and a fair 
complexion and is about 
five 
feet 


eleven inches tall. 


He was born in Merrill and grad- 


uated from St. Francis' school at the 
age of thirteen years. He went to the 
Platteville Mining school, Grant coun- 
ty for one year, after which he re- 
turned here and completed the years, 
graduating- at the age of 
seventeen 


years. He returned to the Platteville 
Mining school and later went to Tar 
River, Oklahoma, and was promoted 
to mining engineer. He then went to 
Denver, Colorado, where he worked in 
the mines, and also to Telluride, Colo, 
and entered military service at Gold- 
en, Colorado, in December, 1918. 


After discharge from 
service, he 


again hired out with the American 
Mining & Smelting company of New 
York City, N. Y., at 
Telluride and 


from there went to Santa 
Barbara, 


Chihuahua, Mexico, where he remain- 
ed until July, 1920, when he arrived 
at El Paso, Texas. 


the animal while he was on the last' Wlfe ls uslnS rt for flavoring either 
hunt of .the season. 
The' work o f , cake' ice cream, or some other deli- 


getting him out of the woods was caclr for the ta°le-" 
The price has not advanced mater- 


ially more than on other commodities 
the dealers say, in spite of the heavy 
demand. 


comparatively simple and 
he 
now . 


rests in the local meat market. 
' 


Has Fine Antlers. 
' 


While the animal has .not been 


weighed it was estimated that he, 
would weigh between twelve hundred ' 
and twelve-fifty. 
Duluth 
hunters 


who saw the head state that it is one 
of the best that has gone thru Dulu-1 
the in the last two years. 
He is | 


estimated to be between eight and 
nine years of age. The spread of 1 
antlers is fifty-two inches. 
Mr. Nash [ 


states that he will have the head 
According to Geo. T. Nixon, the 


mounted to serve as a memory to western low pressure has spread east- 


! ward into the plains and rain has fal- 
i len in the Pacific states and plateau. 


j For tomorrow he predicts: probably. 


j f air becoming unsettled: not much 
change in temperature. 


The highest degree registered yes- 


NEW NEWSBAGS WILL PROTECT i terday was thirty-nine degrees while 


GEO. T. NIXON SAYS 


FAIR WEATHER SAT. 


FIFTEEN DEGREES BELOW ZERO 


LAST YEAR ON DEC. 2 


CHAMP CHICKEN DRESSER 


DOES IT IN A JIFFY 


BROWN'S LAKE MAN GIVES DEM- 


ONSTRATION 
SHOW 
Milwaukee, Wis., 


AT 
POULTRY 


Dec. 3—C. W. 


Hockings of Brown's Lake, Wis., said 
to be the fastest chicken dresser in 
the world gave a 
demonstration of 


skill when he cleaned, dressed 
and 


prepared for cooking a scalded chick- 
en in fifteen seconds at the National 
Poulti-y Show being, held here. A rec- 
ord of 11 seconds was made last year 
by Mr. Hockings at the Chicago poul- 
try show. The feat he states is accom- 
plished in 21 movements. 


the successful hunting party. 


THE TRIBUNE CARRIERS 


HAVE NICE NEW SACKS 


PAPERS ENROUTE TO HOMES , the lowest was thirty-three. 
Last 


on the same date the extreme 


were three above and 
zero. 
In other years 


The early darkness may prevent year 


you from seeing your carrier boy' ^emF 
when he brings the Daily Tribune to Mteen below 
your house these winter nights, but' th«, hiehest was forty-eight m 191G 
there is one thing about his makeup, whlje tne lowcst was fif teen below m 
that you won't miss. It is his nice new 
i., 
' 
, , 
., 
T7 -,. j 
paper sack, white and bright carry-' otThs warmest place m the United 
ingthe following inscription: 
States was Los Angeles, Cal., with 


A Good Newspaper 


The Tribune and the carriers aie 


trying to perfect the delivery of the 
papers to your home. With the coop- j 
eation- of the subscribers we believe j 
that it will work out well. Remember \" 
the boys are boys, not men. If the sub-1 
scriber grumbles and howls at him, he 


the coldest was Lander, Wyoming 
with twelve degrees. 


GOT BIG DEER 


p e r Akcy of Wausau, who. for- 


resjded m Rudolph, returned to 


might not have the best and most!1"3 home m Wausau 
Thanksgiving 


friendly feeling toward 
you. Greet d*y ^lth a lar£? (leer wh\ch-,J10 ,hat 


him with a smile'and encourage himtshot ™ *he ™>rthe™ wood,f- The head 
to do better in making prompt deliv- j was saic' *° be an unusually good one 
cry and placing the paper where you a n d Wl11 ^ mounted. Last year Mr. 
want it, so that the rain and snow| Ak?y Sot the !a^est0c£er Dipped m- 
will not destroy it or the wind blow lt to Wausau weighing 238 pounds. 
away. 


If the subscriber does not 
receive j 


the paper by seven o'clock be sure to 
telephone the Tribune office No. 324,1 
where there are carriers maintained 


THE WEATHER 
* 


Cloudy and somewhat unsettled * 


weather tonight and Saturday 


to deliver free of charge those papers j * .slightly colder tonight and cast 
missed or blown away. Tell the Trib- 
une your complaint. 


portion Saturday. 
* * * * * * * * 
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TWO BANDITS ROB ST. PAUL TRAIN 


ROBBERS GET 


100 PIECES OF 
VALUE1N HAUL 


MAIL CLERKS HOUND UP WHILE 


KAND1TS LOOT MAIL SACKS— 
OFFER UKi REWARD 


RIFLE CLUB TO HAVE 


AN INDOOR GALLERY 


NEW . ARMORY WILL 
PROVIDE 


QUARTERS FOR LOCAL 


ASSOCIATION 


(By, Associated Press) 


Minneapolis,' Minn., Doc. 3—100 


pieces of registered mail was 
taken 


from the C. M. & St.' P. passenger 
train No. G by two bandits shortly af- 
ter 7:00 a. m. today according to po- 
lice officials. The bandits boarded the 
Lciin and bound Die mail clerks and 
jumped olf the train with the register- 
ed mail. 
' 


No estimate of the loss has been 


made by postal authorities of thn po- 
lice. 


Cave Registered Mail 


There were three clerks in th'e car, 


E. A. Ankc, Minneapolis, F. C.' Tous- 
ley and A. E. Oslman, St. Paul. They 
state that they did not know the ban- 
dits boards the train until they com- 
manded to deliver the registered mail. 
The three men were bound and laying 
on live lloor when the train stopped at 
the station. 


Police have started a search for the 


bandits who are believed to have been 
picked up by an automobile after they 
jumped from the train. 


Valued »t $75,000 


Minneapolis, Minn., "'Dec. 3—The 


The new Armory which was re- 


cently rented to promote the enlist- 
ment and organization of a National 
Guard unit in this city will also serve 
. as quarters for the local branch of 


I the National Kifle Association, Capt. 


\V. E. llerschlcb states. It is the in- 
tention of the Captain to call a meet- 
ing of the nTcmbers soon when the 
matter of 
establishing 
an indoor 


course at the new armory and other 
matters of interest to the members 
will be taken up. It is expected that 
the; interest will be kept up in tlic as- 
sociation this winter and some shoot- 


GEO, BLUMS. 


GIVEN PAROLE 
BY JUDGE PARK 


DISTRICT ATTORNEY RKCK1VES 


PAPERS 
WHICH 
WILL- RE- 


LEASH MAN ARRESTED 
IN 


NEW ORLEANS 


SPRING OR Wl 


LILACS AR1 


ER? 
BUDDING 


FINE WEATHER 
ENCOURAGES 


LEAVERS TO'COME OUT 


HERE 


in'jj will be 
summer. 


done on Ihc range next 


LOCAL SCOUT 


GIVE1PORS 


TOM NASH MADE STAR SCOUT 


AND AWARDED BADGES FOR 
DISTINCTION; 
;IS 
UNUSUAL 


Thomas E. Nash, of this city, has 


been awarded the honor of Star Scout 
an unusual distinction of the Scout- 
ing world, the badges having arrived 
here today. Thomas Nnsli is the only 


j Seoul in Wisconsin Rapids anil prob- 


rcglstered mail was unofficially valu- ably the only one in Cenlral Wiscon- 
cd about from 525,000 to 
$7!>,()flO. | sin who has been awarded this honor. 


Postal authorities 
are 
cooperating! There arc several Star Scouls in Ihe 


with th'e police of Minneapolis and St. 
Paul in n search for the bandits. 


11 was announced that n reward of 


$1,000 had been offered for the arrest 
of each of tlvc men. ^Postal 
officials 


would not make an estimate of the 
value of: the one hundred -pieces of. 
mail stolen. 


State but they are principally local- 


GRACE LUSK ASKS 
. 


GOVERNOR'S PARDON 


WAUKESHA SCHOOL TEACHER 


SERVING 
NINETEEN YEARS 


WOULD BE FREED 


Madison, Wis., Dec. 3—The applica- 


tion for pardon of Grace Lusk, Wau- 
kcsha school teacher, who was sen- 
tenced iix 1917 lo nineteen years -in 
prison for murder of Mrs. Dand Rob- 
erts, will probably, be heard by Gov- 
ernor Ph'ilipp' nexl Wednesday on his 
last day of hearings, L. C. Whittct, 
executive secretary said today. Papers 
have been filed by Dr. Lusk of Mosi- 
nce, father of the girl, and the case is 
on the calender for consideration. 
j 


An unusually large number of ap-j 


plications for pardon have been 
re- 


ceived by the governor lliis month, it 
was said at his ollice today. Requests 
for release of twenty prisoners, h'avc 
been made while the usual'number is 
under twelve. A belief that the. out- 
going executive will' be lenient is re- 
sponsible largely, for lliis condition; it 
was said. 


Governor Pbilipp relumed to Madi- 


son from Milwaukee lato yesterday, 
and today is in conference with the 
Stale Board of Public Affairs on con- 
Kidcrliun 'of of departmental budgets 
for the coming liicnnium. 


Gco. 
W. Williams, convicted by 


Judge Byron 15. Park to serve four 
years in the stale 
penitentiary 
at 


Wuupun on 
of 
securing 


STATE MEN SPEAK 


Engineer 


_-• 
THOMAS NASH 


ed in Milwaukee where Scouting has 
been in progress for a . number, of 
years. 


To gain the distinction Toin was 


required to pass' ten of the lesls 
which go with the work. On the com- 
pletion of his first five, which were 
First 
Aid, Life 
Caving, 
Persona 


Health, Public Health 
and Pioneer- 


ing', he was awarded the honor of be- 
ing a Life Scout. 
The completion o: 


five more brought him this latcs 
honor. Tom went one better than five 
needed, and has completed six of th< 
tests which arc put up as Scout fon 
tests. 


Tom is sixteen years of atre am 


has boon a Scout for the past fou 
years. 
JIc is- a member of Trool 


Two whichi is affiliated with the. Con 
gregalional Church. 


money under false pretenses and issu- 
ing worthless checks, will be paroled 
uccording to District Attorney Frank 
W. Calkins. The papers granting Mr. 
Williams' parole were returned to the 
District Attorney today, 
signed 
by 


Judge Park. 
Mr. Williams will be 


turned, over to the State Board of 
Control who will have charge of him 
for the coming four years. Williams 
was convicled several weeks ago and 
has been lodged in the County Jail 
here since the trial, wailing for the 
:lecision of the authorities as, to 
whether or not he,, would serve 
his 


term. 


Wail Board's Action 


What Ihe nature of the work which 


will he found for Williams 
by 
the 


Slain Hoard of Control will depend 
on Mr. Joostad, their representative 
who covers this district, Mr. Calkins 
slates. There Mnis been some talk o: 
placing him in the employ of the Ne- 
koosaEdwai'ds Company where 
he 


was employed previous lo his trouble 
but thai is indefinite as yet. Mr. Wil- 
liams states to the authorities that h( 
is a mining engineer and while in thi: 
district displayed a very broad knowl 
edge of mining subjects -and 
opera 


ions. 
- 
/ 


Faces Heavy Bills 


.JHr..:Wililams will leavejjw confine 
f the local bastile facing bills whit 
otal about $1,500 which he is allege' 
o have run up with merchants 
an 


nisiness men of this city and Nekoos 
icfore arrested.-One of these ilems i 
or more-than §200 which was sper 
n returning him to this city after h 
vas arrested in New Orleans. Accord 
ng to the decree of the - judge Ihi 
turn to the counly's coffers will be Ih 
irst one payable. Heavy clothing bil 
md money borrowed on notes are fig-, 
ircd in the items on the list held by 
.he authorities. 


In spite of the fact th'at several of 


his friends were owed sums of money 
which ranged from a few dollars to 
considerable amounts, the local auth- 
orities stale that most.of.the creditors 
were anxious to see Williams paroled 
and given an opportunity to 
square 


Madison, Dec. 3—Chief 


Hirst and 
Construction 
Engineer j EVANGELIST SPOKE ON 


Knelling of the Stale Highway Com- 
mission are on Hie .program of Ihc 
Sixlh Annual Meeting of the Ameri- 
can Association of State Highway Of- 
ficials to be held in Washington, Dec. 
IH to 1G. Chief Engineer Hirst will 
speak on "Relative Service Value of 
Different Types of Pavements." 
Mr. 


The prolonged warm weather''lias 
iken all the zip out of the Christ- 
las spirit anil has caused people to 
'ondcr what is coming next. No one 
s -grumbling 
but just 
wondering 


•hcther spring is to follow fall or 
hethcr winter is coining. 
On the 


:. J. Molt lawn, the lijac bushes have 
ecided thai it is spring mstcad of 
vinter and accordingly have voted 
naminausly to bud out for the spring 
oliage. To make good either dcci- 
ion, the lilac bushes have started the 
eaves on their way and each bush 
ears large green buds almost ready 
o sprout into Ihc leafy glory. 


In oilier places in the city observ- 


ers have found thai the shrubs and 
jushcs have been anxious to herald 
he coming of spring. Jn three weeks 
he people may be wjshing for the 
vann days we now have, who knows. 


BREAD PRICES 
TO DROP HERE 


IN DECEMBER 


LOCAL 
BAKERS 
SAY LOAVES 


WILL BE SOLD CENT CHEAPER 
ABOUT MIDDLE OK MONTH; 
GET CHEAPER FLOUR 


IT UP NEW ARMORY 


ELKS MEMORIAL 
SERYICJPDAY 


LOCAL 
LODGIO 
WILL 
HONOR 


MEMBERS WHO HAVK PASSED 
IN'TO BEYOND AT 
SERVICES 


.SUNDAY AFTERNOON 


:iis debts. Williams \has expressed his 
desire to square up all his 
accounts 


;md will be given an opportunity to 
under th'e new arrangement. 


Elks who have passed into the great 


beyond will be honored on Sunday af- 
ternoon at the Wisconsin Rapids lodge 
when avMcmorial Service, which will 
be open to the public of this city, will 
be held. A program, which promises 
to be very-fitting for. the occasion has 
been prepared and will include both 
speakers and musical "numbers. Mr. M. 
D. -Kelly, .of,-Milwaukee, will be 
the 


principal'speaKer' of'thVday while'lo- 
cal speakers will deliver eulogies for 
those members of the Wisconsin Rap- 
ids Elks lodge who have passed away 
during the last year: 
The- program 


opens at three. 


Two Have Gone 


Two Wisconsin Rapids ;Elks . have 


passed away during the year, they be- 
ing Maurice E. Burr, formerly of this 
city but later of Superior, and Dr. A. 
L. Ridgman, a charter member of the 
local lodge. Th'e eulogy for Mr. Burr 
will be delivered by Wm. A. Drath 
while the eulogy for Dr; A., L. Ridg- 
man will be delivered by Past Exalted 
Ruler W. H. Carey. Mr. Burr joined 
the Elks lodge while with the Central 
Division o[ the Wisconsin Highway 
Commission, with headquarters here, 
latei//going to Ih'c northern city but 
retaining his membership in the local 
lodge. 


The Elks are. laying stress on the 


fact that the Memorial Services are 


nd ilhe families 


The price of bread 
in Wisconsin 


Rapids will fall one cent a loaf about 
December 13th acording to an an- 
nouncement made by A. J. Anderson, 
proprietor of the 
Wisconsin Rapids 


Bakery Co., and Wilbur E. Herschleb, 
proprietor of the Herschleb Bakery, 
loday. The reduction in prices is laid 
principally to the decline in the price 
of flour am! will keep pace with the 
same reduction which' will be made in 
the larger cities at the same time. 


Not Affect Pastries 


The new prices will not affect the 


prices of other pastries and similai 
goods which are handled by the loca 
bakers they state, as th'c people 
ol 


this city have been gelling these com- 
mo/lities cheaper than they have beet 
in the cities right along. The price: 
on bread h'ave been the. same as those 
in the cities, Mr. Anderson states am 
wilj/lecline with them: 


Altho the cut is being made In the 


price of bread at the present time tb 
bakers admit that many of them 'are 
making bread with th'e high 
pricei 


flour which they contracted for som 
time ago. Many of the bilkers wer 


th 


MRS. M'SWINEY TO 


ARRIVETSATURDAY 


WIFE OK HUNGER STRIKER DE- 


LAYED BY THICK WEATHER 


not looking for a^recluetion in 
price of wheat or in flour.-for soyera 
months, and had signed up contract 
for as long as a year on the highe 
basis. The cut in these instances, the 
state, will bring'a direct loss to th 
baker which he will.have to sustain 
Local bakers state that their contract 
are of short- enough {duration. so thi 
Wy'will-not''suffer '•'he'aVlljrthrirthi 
loss. 


Explains Situation 


Another angle of the 
situatio 


which Ihey slate is rarely considere 
is that flour, which one of the princ 
pal commodities of which bread 
is 


made, is only one'of the things that 
enters into its 
manufacture. 
The 


amount of shortening used is three or 
four percent, Mr. Herschleb stales., 
while powdered milk amounts lo foul- 
to five pounds to the barrel! of flour. 
The bakers are using more salt in the 
manufacture of bread and necessarily 
use more yeast, he explains. 


WITH GYM EQUIPMENTiuAYD EXTRACTS 


ARE FAULT OF 


MANY DRUNKS 


APTAIN BUYS BILLIARD TABLE 
AND INSTALLS IT IN CLUB 


, 
ROOMS 


Work of fitting up the new Armory i 
uildiiig next to the Amusement Hail i.QCAL WOMAN TELLS DISTRICT 


'ATTORNEY THAT MEN 
BUY 
as been progressing nicely, accord- 
ng to Capt. Wilbur E. Herschleb, 
ho has been 
ordering equipments 


or the place. 
Mr. Herschleb states I 


hat he has a new combination bil- ! 
ard and pool table which will be in- 


FLAVORINGS TO 
CONSUME; 


STORES REPORT HEAVY SALES 
,, 
N° 


tailed in the cub rooms above the f", 
\rmory. He says that he has already i °nil 
igncd uj) twenty men for the propos- 
d company 'of infantry here, and has 
i number of prqspects which will 
ign up in the near future. 
Baskets 


lave been ordered and later it is in- 
ended to fit up the Armory for 
askct ball games. Hand ball courts 
i\\\ 
be 
installed 
and volley ball 


vill probably be a popular pastime 
vith the boys. 


LOCAL HUNTER 


SHOOTS MOOSE 


IIY XASH fiKTS IjAHfiK Sl'KCI- 
MKX OP IHtt OAMK IN XOltTH- 
KHN 
MINNESOTA; 


A\TI;KHS. 


HAS 
EX- 


Capt. Guy Nash has returned from 


northern Minnesota where ho spent 


icr had the Wisconsin Rap- 
Tribune reached the homes 


people of this city on Thursday 


and the announcement of the 
cam- 


paign against the "Wine of Pepsin," 
and other alleged intoxicating drinks 
been annouced than District Attorney 
Frank W. Calkins started to answer 
the telephone, some commending the 
move and others protesling, while one 
woman said to the District Attorney: 


Blames Extracts 


"Th'at Wine of Pepsin and some of 


the other wines are not the only 
thing in this town that are respon- 
sible for drunkenness. Men arc buying 
flavoring extracts .anil drinking them 
; as they contain alcohol " 
) 


' 
'While the District Attorney did not 


deny to th'e woman that this might be' 
a fact, the explained that'the extracts 
which are handled by local grocery 
stores are sold as a flavoring and not 
as a beverage, nor are -they sold for 
beverage purposes. 
Atty. Calkins 


states that the law is specific about 
things being sold for beverage pur- 


several days moose'hunting. He did' POSeii uml said that extracts are not 
not return alone, however, but in i n < ud«l in that class. 
order to show his prowess as a hunt- 
Ginger preparation, a flavoring us- 


er took a twelve hundred pound bull Cl1 jn cooking, was one of the extracts 
moose into' captivity and has the I wnicn came in for a complaint by' a 
animal on display at the Link Meat' local woman. Inquiry at several local 
Market in this city. 
Mr. Nasli' had j stores revealed the fact that they eith 


almost given up the 'idea of getting,01' did hot handle the commodity or 
an animal /when.he. made the killing',', were. entirely out. The extiact is Said 
and a specimen of big game' that is to carry a. heavy; 'alcoholic content 
sald'ito be an excellent one by the 
h'UHters of. '.that. regibri. 
, 
: 
' 


: . , - Made Final Hunt. , ;'-, . 
' 
: Mr. Nash was vin: cbmpany. with 'to, the store keepers, theie has not 
Howard Weiss, of the Burgess 'Lab- 'teen an extraordinary demand for ihe1 
oratories, in Madison, and with Wil- ' extract. 
;-' M; 
.-;; 


iam King, an illustrator,; of Patter'-: 


Other gingerjJlaVpriBgt. \ybidiuwen '-• 
Mint)' in the stores contiined as high 
;-as seventy-five percent but according 
' 


son. New Jersey: The hunters had.' 
Says. Lemon is Popular 


. 
. 
,. 
, , 
.. .. .- An investigation showed that 
the 


been spending .several days .in the lemon extract on sale contains as high 
-»"h woods of Minnesota^ Lut-,a3 85 
rcent alcohol am, |f> m heav 


near Grand Marais 
The trip;-^ 
• , j 
fti 
- ft ; Qn 
rflce 
* 


had apparently been a failure and - 
one Of the party, had returned home,. 
giving, up hope of killing a. moose, j 
The other two members of the party; 
had-everything-in.-; preparation 
-to. 


SEARCH FOR MISSING 


MERRILL E&SOLDIER 


EX-SOLD1ER HEARD LAST FROM 


TEXAS CITY IS GONE 


fuelling will talk on Analysis and 
Preparation of Estimates." 
FoHy 


stale highway departments 
will be 


represented at the meeting. 


f.: 
* 
* 
* 
# * # 
-1.: * 
A ' * 
* 


o 
CIHCtiLATION STATEMENT 
* 


'• 
WISCONSIN HAI'IUS 
* 


* 
llAIIiV TIUUl'NK 
* 


* 
. 
* 


=• I'uid Circulation— 
* 


4 
Wisconsin Rapids 
1203 * 


* 
Port Edwards, 
Nckoosn 
* 


* 
and Biron 
272 * 


" 
Rural 
-.- 
.163 * 


* 
TOTAL. Dec. 2nd 
1938." 


* 
Total. Dec. 1st 
1917 * 


* 
- 
• 
« 


" 
Net gain, Dec. 1 
21 * 
* 
. 
t 


' 
The Daily Tribune has gained ' 


" •!!G new subscribers since Scpl. ' 
* 27. 1920. 
* * * * * * * * * * * 


PRAYER THURSDAY EVE 


COMPOSER ENTEUTA1NS\ WITH 


SONG WRITTEN AND SUNG BY 
HIMSELF 


(By Associated Press) 


New.'York Dec. 3—Mrs. MacSwiney 


widow .of the late Lord Mayor of 
Cork who starved himself to death in 
a British prison, probably will not 
set foot on American soil until to- 
morrow. 
x 


This was announced today by offici- 


als of the 
White Star Line who 


state the Steamer Celtic, bringing 
Mrs. MacSwiney to testify before the 
Committee of one hundred investi- 
gating conditions in Ireland, would 
net reach quarantine today asKwas 
expected. It was reported by tire- 
less that the delay was caused by 
thick weather. 


Evangelist Gco W. Taylor gave 
a 


striking and unique talk on prayer at 
the. First liaptist church last night. 
The mcsssiije was preceded by a soni; 
service led by the musical director, 
Mr. Elton M. Rolii, who sang one of 
his own compositions, entitled, "Over 
in the Glory Land'', which was cnllui- 
sinsticnlly received by. the audience. 
He also sang two other selections. Ho 
is one of Ihc young song writers of 
America, having already written near- 
ly 100 songs, and will render one of 
his own new and original songs each 
evening. As a special feature tonight 
he will sing a unique song by Capl. 
Stanley, the converted comedian, en- 
titled, "Serving the Lord in My Weak 
Way," and also his own great song, 
"The End of the Road." They arc both 
worth going miles to hear. 


Mr. Taylor will speak toniglit on 


"The Paramounl Issue in the Chris- 
tian Life," which he says promises to 


.*. i be a warm number. 
..: 


PLAN ROAD SCHOOL 


Madison, Wis.. Dec. 2—The annual 


road school and meeting; of highway 
commissioners of the slate, will 
be 


held in Madison commencing January 
31. 
The program for the gathering 


has not been completed but 
will be 


ready within a few 
week?. 
Every 


county in the state will be represent- 
ed by one or more delegates. 


open lo Ihc 
arc expected to attend as well as the 
members of 
the 
lodge and 
their 


friends. 


Have Good Program 


Th'e program which has been com- 


pleted is as follows: 
Vocal Quartette—Mrs. Edgar Kel- 


logg, Mrs. Herbert Karberg, John 
Roberts, W. J. Taylor. 


Ritual Work 
Lodge Officers 


Violin solo 
Mrs. Edgar Kellogg 


•Ritual Work 
Lodge Officers 


Eulogy for 
Brother Maurice' E. 


Burr 
W. A. Dralh 


Vocal Quartette. 
Eulogy for Brother A. L. Ridgman 


,...'" 
,.W. H. Carey 


Ritual Work 
Lodge Officers 


Oration 
M. D. Keliy 


The lodge officers who will conduct 


the Ritual Work are: 
Exalted Ruler 
F. D. Abel 


E?. Leading Knight...J. L. Reinhart 
Es. Loyal Knight 
Niel E. Nash 


Secretary 
'. 
S. W. Howard 


Treasurer 
Frank Walsh 


Esquiie 
0. R. Eocnius 


Tyler ..." 
..A. A. Heger 


Chaplain 
E. G. Doudmi 


Inner Guard 
C. A. Hutch 


said: 


'T 
i 
i 
i 
c i 
keep us cleaned out of lemon 
^»'ely';.and hey all clam, 


tlult-they ;^? U?"?S. ll for navonng 


break camp one day and had gone as.lwi'P«ses, VVhen a man comes in and 
far as packing up their equipment; l^^"101'6 than ,one bottle we ^^ 
Deciding that they would go out and Imlulre of h'"" wh^ Pul'lose he *ants 
make a final hunt Mr. Nasb- silotj ^ The answer is invanably that h,b 
the animal while he was on the last' wife ls usln£ ll.*r navonng 
either 


hunt of, the season. The work ot'icak-n' ice cream- or some otner deh 
getting him '.out 'of the woods was . 
for lhe 
. 


comparalively simple and 
he' now I !l'nc P''jce has, not idvinced 


rests in the local meat market. 
' ia'ly more than on othei commodities 


Has Fine Antlers. 
- 
' 
. j the dealers say, in spite of the heavy 


While the animal h'as..not been 'demand. ^ 


weighed it .'was. estimaled that ho j 
. 
— • — ~^~. 
- 


would weigh between twelve hundred 


Edward Norbert Doheny, of Merrill, 


a graduate of the high school of thai 
cily has been missing since last July. 
The last word received 
from 
the 


young man was ,when he was at the and twelve-fifty. 
Diiluth 
hunters 


Trustees—Ray Love, P. C. Daly, and 


U M. Nash. 


Organist 
W. L. Wood 


Hotel Paso del Norte, at El Paso, 
Texas. He is twentyTone years of age, 
has black hair, .blue, eyes'and a fair 
complexion and is about 
five 
feet 


eleven inches tall. 


He was bo'm in Merrill and grad- 


uated from St. Francis' school at the 
age of thirteen years. He went to the 
Platteville Mining school, Grant coun- 
ty for one year, after which he re- 
turned here and completed the years, 
graduating at the age of seventeen 
years. He returned to the Platteville 
Mining school and later went to Tar 
River, Oklahoma, and was promoted 
to mining engineer. He then went to 
Denver, Colorado, where he worked in 
the mines, and also to Telluride, Colo, 
and entered military service at Gold- 
en, Colorado, in December, 191S. 


After discharge from 
service, he 


again hired out with th'e American 
Mining- & Smelting company of New 
York City, N. Y., at 
Telluride and 


from there went to Santa 
Barbara 


Chihuahua, Mexico, where he remain- 
ed until July, 1920, when he arrivcc 
at El Paso, Texas. 


who saw the.head state that it is one! 
of. the best that has gone thru Dulu- 
the in the last two years.,' .He is 
estimated to be between eight and i 


GEO. T. NIXON SAYS 


FAIR WEATHER SAT. 
\ 


'HF TBinirMF fADPIFBQ 
™HAVEmll NEWSMXS 


Orson P. Cochran returned Thurs- 


day evening from a week's business 
trip to Babcock. 


CHAMP CHICKEN DRESSER 


DOES IT IN A JIFFY 


MOVES TO NEW OFFICE 


C. E. 13olcs has moved from-the of- 


fices in the Lyon Block on Grand Avc. 
which he has occupied for the past 
sixteen years into the offices made va- 
cant by. the death of the late Dr. A. 
L. Ridpman. His former offices arc be- 
ing redecorated and will be occupied 
by H. D. Minlz.as soon as live work 
is finished. 


M. T. Foster "f Stevens Point 


transacted busincs here Thursday. 


DAYS LEFT 
TQSHOP 


READ THE 


ADS 


BROWN'S LAKE MAN GIVES DEM 


ONSTRATION 
AT 
POULTRY 


SHOW 
Milwaukee, Wis., Dec. 3—C. W 


Hockings of Urown's l^ake, Wis., Sai 
lo be the fastesl chicken dresser i 
the world gave a < demonstralion o 
skill when he cleaned, dressed 
an 


prepared for cooking a Scalded chick 
en in fifteen second? at the Nation: 
Poultry Sh'ow being, held here. A rcc 
ord of 11 seconds was made last yea 
by Mr. Hockings at the Chicago pou 
try show. The feat he stales is accon 
plished in 21 movements. 


FIFTEEN DEGREES BELOW ZERO 


LAST YEAR ON DEC. 2 
ne years of age. The spread of j 
_ 


ntlers is fifty-two inches! Mr. Nash j 
' ; 
• 


ates that he will have the head 
According to Geo T Nixon, the 


ounted to serve as a memory to . western low pressure has spieid e ist 
the" successful hunting party. 
' 
ward into the plains and rain'has fal- 
'len in the Pacific state's and plateau. 


1 For .tomorrow he predicts 
piob-vbly 
" '""" 
— __ 
The highest degree registered yes: 


S'EW NEWSBAGS WILL PROTECT ! terday was thirty-nine degrees while 


PAPERS ENROUTE TO HOMES 'the lowest was thiit> three 
last 


.The early darkness may prevent ! ?<?« °n the same date the cxtieme 
•oufrom seeing your carrier bov i temperatures • were three above and 
vhen he brings the Daily Tribune to, fifteen 
, 
1, 
. _ • ! _ . . 
._i_i^. ,...LiUie 1m 


zer°' 
In ° *cr 
, , 


•our house these winter nights, but ! the. ' Highest was forty ciglit m 1918 
here is one thing about his makeup i'vhll<: the lowcsl was flftcen bcl(nv m 


h'at you won't miss. It is his nice new : 1 


>aper sack, white and bright carry-; 
ng the following inscription: 


The warmest place in the 
United 


States was Los Angeles, Cal., with 


UK UlU JLV11UWUIK JIWt-llULlUJI. 
p 
i 
1 '! 
The Wisconsin Rapids Daily Tribune ia, temperature of seventy-seven while 


A Good Newspaper 
.the. coldest was L.ndu, Wyoming 


The Tribune and the carriers are!W!-lh twelve degrees 


;rying to perfect the delivery of the, 
papers to your home. With the coop-! 
QQJ gJQ [)£ER 


:ation-of the subscribers we believe j 
• 
• . 


that it will work out well. Remember j" 
„. 
, , '•' 


the bovs are boys, not men. If the sub-! 
pfcr Akcy, of Wausau, who. for. 


scriber grumbles and howls at him, he - ™>rly resided m Rudolph returned to 
might not have the best and most!1]'5 home ln Wa«8au 
Tlianksgwmg 


friendlv feeling toward vou. Greet! ^\wlth a larSc (leer which he- luu - 
him with a smile and encourage him!shot in the northern woods. The head 
to do better in making prompt deliv-iwa* sa'< ^ be an "n"sua">- good one 
cry and placing the paper where vou',aml Wl11 \ mounted. Last year Mr. 
want it, so that the rain and snowj Akcy Sot the ar?est0d£r 8hWed m' 
will not destroy it or the wind blow ,ttto Wausau weighing 238 pounds, 
away. 
j 


If the subscriber docs not receive \* * * » . * • • » • • • • * » • • 


the paper by seven o'clock be sure to| * 
THE WEATHER 


telephone the Tribune office No. 324, j* 
Cloudy and somewhat unsettled 


where there arc carriers maintained j * weather tonight and 
Saturday 


to deliver free of charge those papers I * slightly colder tonight and 
car-t 


missed or blown away. Tell the Trib- i c portion Saturday, 
unc your complaint. 
! » « * • • » » » » • * • • • * 


I *' / 
•"' 
v 
* 
', 
I 
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CHANCE FOR MEXICO. 


General Obregon is now president of Mexico, the war 


torn and lawless Republic that has been a thorn in western 
civilization since the fall of Diaz over a decade ago. Since 
then nearly every president of Mexico has been the victim of 
the assassin's bullets, each one a martyr. Is Obregon the 
next martyr? 


People of Mexico, due largely to their ignorance and 


partly to the outlaw leadership of Francisco Villa and other 
notorious bandit chieftains, have been victimized out of a 
stable government and a peaceful existance. The time has ar- 
rived when the future of Mexico can be made by a decent, 
clean and honest government and a people united to put the 
welfare of the nation ahead of the intriguing outlaws who 
have sought only to loot and murder for their own gratifica- 
tion. 


If Alvaro Obregon is able to pull Mexico out of chaos 


after the years of revolution and rapine, he can go down 
through all ages as one of the immortals in Mexican and 
world history. It is said if Obregon can not save Mexico, 
there is no other living Mexican who can salvage the wreck 
below the Eio Grande. Even now there conies reports of a 
counter plot to break up the ne\\ Mexican government on the 
day of the Obregon inauguration. 
Unless there is some dis- 


play of consolidation in the Mexican political embrogho, look 
out. This is the day of the fondest 
hopes 
for 
Mexican 


solidarity and unit. 


the diums are mounted 
opposite 


each other on the sides o£ the ma- 
chine, each piovides anehoiage for 
the other when the machine itself 
pioves inadequate us anchorage. The 
"Caterpillars" 'furnish a positively 
reliable mobility under all cbnditions 
and a diaw-bar power sufficient to 
pull the largest stump. 


1 
Operation is Simple. 


In the operation eleven men and 


two teams are employed. The heavy 
lines aie cairied out from either 


i heavy drum into the stumps adja- 
cent to the sides of the machine and 
as the cable is wound in it takes 
everything within its 125-foot leach 
and over a path 20 feet wide. Not 
only does it pull all the stumps in 


b path but it skids them right up 


to the machine leaving 70 per cent 
ot the land ready for the breaker 


The novelty of the invention lests 


in the arrangement of the drums to 
pull from both sides at the same 


i time and skid the material to the 


I sides of the machine in \Mnd lows, 
leaving the front oif the machine 
clear for advance to position of an- 
other opeiation 
In moving to a 


new position the stumps too near 
the machine to be reached with the 


STUMP PULLER 
ffl REMiRKHBLE 


stiated accomplishment ot the Bis- 
sell Stump puller, in action at Hoi 
combe, Wis 


A Machine ot Fundamental-,. 


hea\y lines are taken out with the 
d law-bar 


Man} Interesting Spectntois. 


Among those witnessing this prac- 


tically unadverltised demonstiation 
v, as a liberal lepresentative of lo- 
cal people 
Those 
present 
fiom 


o»er the state included M. F Beau- 
doin, general sales manager Ed-ward 
Hmes Land Co , Paik Falls, Henr\ 
Albright Soo Line Railway, Minne- 
apolis, P T Fa\ell, cashier North- 
•westein State Bank, Chippewa Falls, 
Edward Stallruaii 
Tirst Wisconsin 


National bank. Milwaukee, William 
Ro^e, Amencan 
Exchange 
Bank 


Rov.e, American Ex Bank, Milwau- 
ikee, Hon Hugo Kandutsch presi- 


] dent Keunan State bank. Kennan, 
Ralph Skulmore, Skidmore Land Co., 
Marmette, 
Dewitt 
Van 
Ostratid 


Good Land Co , Phillips; B G Pack- 
er 
commissioner 
of 
immigration 


Madison 


Influence on Faun Development. 
The piofound influence that this 


invention may have on development 
of s|ump lands of upper Wisconsin 
and cuto\er lands generally is mani- 
fest 
It is the opinion of many men 


familial with land clearing problems 
tliat our old methods, in very large 
measure, must be discaided 
In the 


-word of Dewitt Van Ostrand. "This 
nachme has done more to sol\e the 
stump land question than all the im- 
provements put together for the last 
tlurtj >eais 
I believe I am qualifi- 


ed to speak since I ha~ve lived in 
Phillips, the veiy center of northern 
Wisconsin stump land, S3 jears and 
dm ing this time my whole activity 


The inventor has started with cei-I has been devoted to cuto\ er land 


CoOk county hospital, he remained 
iu that institution as lesident path- 
ologist to enter investigative s med- 
icine. It was irom this" position that 
he entered -the Mayo clime; Rochest- 
er, Mum., m 1916 to head the 
sec- 


tion of necropcy with an assistant 
professorship m the Mayo founda- 
tion. In his seivice in France during 
the war he observed the utility of the 
great "Caterpillars" used 
in 
the 


mounting of 8-inch howitzeis and 
through Tiis intimate relations with 
the Chippewa Valley Sheep company 
of which his .father, W. G. Bissell, 
is piesident, he conceived this ma- 
chine to develope the vat>t ranch ot 
the sheep company. 


sion'is jto carry the j gospel and do 
relJeiywork. He will leave in a few 
days. 
\ 


FACES, MAIL! LAW CHARGE 


Wausau, Wis.—Fred Eisner of the 


town of Rib Falls was arrested by a 
deputy United States mavshall charg- 
ed with taking- mail from, a rural de- 
livery box not his own. In default 
\ of $300 bail he is being held in jail 
to await the action of the federal 
grand jury. 
• 


BARGER TO VISIT POLAND 


Madmette, Wis.— The Rev. C. A. 


A-lf> >a Polish Baptist minister of 
Pound, Wis., has been granted a six 
months' 
leave 
of 
absence 
during 


\\lnch time he will visit Russia on au- 
thonzation fiom the Polish Baptist 
chuich of Amcuca. His official mis- 


HIGHWAY EXPERTS TO MEET 
Madison, 
Wis, — Chief 
Engineer 


Hnst 
and 
Constiuction 'Engineer 


Knelling of the state highway com- 
mission are on the program of the 
sixth annual meeting of the Ameri- 
can Association of State Highway 
Officials, in Washington, Dec. 13, 14, 
35 and 16. Chief Engineer Hirst will 
speak of "Relative Service Value of 
Different Types of Pavements." Mr. 
KuePing will talk on "Analysis and 
Preparation of Estimates." 


MARKET. REPORT 


Market Price 


Eggs, fresli 
GOc 


Butter dairy 
44c to 48c 


Potatoes, white 
'...$1.20 


Stray Beauties 
$1.75 


Oats 
45c 


Rye 
$1.20 


Wheat 
$1.60 


Heifers, dressed 
12 l-2c 


Cows, dressed 
lOc 


Steers, choice 
15c 


Hogs, choice 
13c 


Hogs, butcher 
12c 


Spring sheep 
4 to 5c 


Spring lambs 
7 to 8c 


Calves, dressed 
16 to 18c 


Calves choice ..'. 
18c 


Hides 
3c to 4c 


Spring chickens, alive 
15 to 16c 


Hens, alive 
.•.. 15 to 16c 


Old roosters 
lOc 


Retail Prices 


Victoria Flour, per bbl 
$11 00 


Rye Flour 
$920 


Coinmeal, per bbl 
$6.50 


Buckwheat 
^..$9.70 


Graham 
$9.70 


Corn and Oat feed cwt 
$2.20 


Corn, cwt 
$2.20 


Cracked Corn 
$2.25 


Henfeed, cwt 
2.75 


Bran 
I. ... $2.04 


Middlings 
$2.00 


Cracked Corn 
^...'...$2.25 


—Don't forget the Xmas Sale Sat- 


urday at Miller & Birkholtz Millinery 
Store Saturday. 
12-3 


FOB SALE. 


7-room 
5-i oom 
4~room 
7-room 
9-i oom 
5-room 


house 
$2800 


house 
$2100 


house 
$1050 


house 
$3800 


house 
$42 00 


house 
$2100 


Double Flat 
§1800 


Also seven farms cheap, if taken at 


once. 


MRS. K. J. PEPIJf 
Telephone Red 993 


11-29—12-4 


tain basic requuements in the de- 
sign 
~>£i his 
equipment. 
mobility, 


exce -i\e power.' very loV rate of' 
. speed of pull; large radius of op- 


YOUXG DOCTOR HAS IXVEXTIOX | erat 
automatic anchorage 
WHICH 
CLEARS 
ACRE PER 
To 
urwun. 
Li,ti«.tM5 ^.-^ xu«, meet these requirements 
he 
has 


HOUR OF HEAVY" PIXE STUMPS |™miTltol, 
„ 
r,f,,,H,Q ^i,,^,. ^o,™ 


IX CUTOA7ER LAXD. 
'imounted 
a 
double cylinder steam 


I engine on Holt "Cateipillars" and 


• 
| has provided tvo hea-vy-duty pull- 


To see a single machine pull and drums to wind cable fiom opposite 


windrow an acre per houi ot hea-vj dnections simultaneous!}, alternate 
pine stumps is to realize the almost ly or singly 
hopeless ambition of the 
colonizer I construction 


This simple and no\el 
not 
onlv 
pi oxides, 


and settler, yet this is the demon- double radius of opeiation, but since 


pioblems 
I am almost afraid to 


state tne possibilities I see in this 
mVention and its gieat influence for 
process in the rapid anc dheap de- 
\elopment 
of 
our 
fertile 
stump 


lands " 


The Inventor. 


Doctor Wayne W 
Bissell 
was 


was born and raised in Columbia 
countj. \Visconsm. Graduating from 
the Unnersitv ot Wisconsin in 1909 
he took his degiee of M D at Rush 


College 
Chicago in 1911 


Atter bciMng his 
inteineship 
in 


Celebrating the 25th Anniversary 
of Pathe Freres, Paris, France 


3 Million Free Phonograph Records 


Every One a Pathe 


iiiiion Free Phonograph Records 


Your Own Selection 


iiiion Free Phonogn 


Just listen to this: 
You pick out $25 worth of Pathe Phonograph 


Recoids—your own choice. Then select your Pathe Phonograph— 
any model you like except Nos. 3 and 6. 
Th Phonograph you will gel at the regular list price; not a penny 
more 
Put down the ordinary delivery deposit; the Phonograph will 


be delivered to your home right away; also the Records—and for 
those Records— 


YOU DON'T PAY A PENNY FOR THEM 
YOU DON'T PAY A PENNY FOR THEM 
YOU DON'T PAY A PENNY FOR THEM 


They'ie a free gift. What's more, you can fix up your own terms of 
payment for the Phonograph; the dealer will agree to anything that's 
reasonable. 
You know what Palhc Phonographs and Recoids arc—the finest thai 
are made anywhere; nothing in this country or in Europe to touch 
them for quality; they are artistically supreme and mechanically 
perfect. 
This offer is for a short time only. Come in and make sure of yours. 


OTTO'S PHARMACY 


Grand Avenue 


a 
Ig 
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ENTIRE STOCK OF 


SUITS 


off Marked Prices 


The suits are all maiked with their regular prices in plain figures. The reduction from these 
prices will be made at time of sale. 
Parents will quickly recognize that ihis is "the" opportunity to effect savings of unusual 
proportions on boys' high grade suits. 
— 


Suits Have two 


airs of Trousers 


This is an additional economy, as the extra pair, of course, greatly increases the service of 
the suit. 


Youthful Styles, 
ndsome Patterns 


make these suits attractive alike to boys and their parents. The shape-retaining quality 
tailored into the suits enables them to keep their good looks throughout a long period of 
sciwce. 
Sizes 7 to 19 years. 


Co. 
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NEKOOSA 
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Wisconsin Rapids Daily Tribune 


(fUKMULY THS CEAND EATlbS LBAUtt) 


PvWitked By 


THE GRAND RAPIDS PUBLISHING 
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!u that 


proves inadequate as anchorage. The 
"Caterpillars" /furnish a positively 
reliable mobility under all conditions 
and a draw-bar power sufficient to 
pull the largest stump. 


' 
Operation is SIiiipK1.. 


111 the operation eleven men and 


two teams are employed. The heavy 
lines are carried out from either 


] heavy drum into the stumps adja- 


Fubliehed erery atternoon except Sunday at the Tribune Building, cent to the sides of the machine and 


lb.e druws are mounted 
opposite 


each other on the sides ot the w»- 
chiiie, each provides anchorage for 
the other when <he machine itself icine'. U was from this position that 


WILLIAM r. HUKKMAX. PmMrat 
FRANK A. DKDMB Mu*tiB« KXtttor. 
PAUL A. PRATT, AdveritelBg 


Cook county hospital, he remained I sion "is -to carry thejgosp?) a»d. 


as resident }>ath-;rel;tl/work. He will leave iu a few 


ologist to «nter investigative , ined- ; days. 


Entered u second class matter ilarca 1st, 1920, lit ihe po»tottce at 


0>tad Rapids, V.'isconsln, under toe act of March 3rd, 1878. 
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CHANCE FOR MEXICO. 


General Obregon is now president of Mexico, the war 


lorn and lawless Republic that has been a:thorn in western 
civilization since the fall of Diaz over a decade ago. 
Since 


then nearly every president of Mexico has been the victim of 
the assassin's bullets, each one a martyr. Is Obregon the 
next martyr? 


People of Mexico, due largely to their ignorance and 


partly to the outlaw leadership of Francisco Villa and other 
notorious bandit chieftains, have been victimized out of a 
stable government and a peaceful existance. The time has ar- 
rived when the future of Mexico can be made by a decent, 
clean and honest government and a people united to put the 
welfare of the nation ahead of the intriguing outlaws who 
have sought only to loot.and murder for their own gratifica- 
tion. 
- 


If Alvaro Obregon is able to pull Mexico out of chaos 


after the years of revolution and rapine, he can go down 
through all ages as one of the immortals in Mexican and 
world history. 
It is said if Obregon-can not save Mexico, 


there is no other living Mexican who can salvage the wreck 
below the Rio Grande. Even now there comes reports of a 
counter plot to break up the new Mexican government on the 
day of the Obregon inauguration. Unless there is some dis- 
play of consolidation in the Mexican political embroglio, look: 
out. This is the day of the fondest 
hopes for 
Mexican 


solidarity and unit. 
' 


STUMP PULLER 
IflREMrvRKfvBLE 


YOUNfi DOCTOR HAS INVENTION' 


WHICH 
CLEARS 
ACHE 
1'tflt 


liOUH OF HEAVY PINK STUMI'S 
I\ CUTOVEK tAXI). 


slratert accomplishment of tlie Bis- 
scll Slump puller, In action, at Hoi- 
combe, Win. 
. 
• 
' 
* 


A Machine of i'umlamentals. 


The inventor hns started with cer- 


tain Imsic requirements in the de- 
sign nfy his 
equipment: 
mobility,, 


excessive power;" very MftV 'fate 
of' 


speed ot pull; largo radius ot op- 
eration, automatic aiir.horngc. 
To 


meet these, requirements 
lie 
has 


mounted : n 
double cylinder strain 


engine on Holt "Caterpillars" and 
lias provided two heavy-duty pull- 


To see a single machine pull and 


windrow an acre per hour ot heavy j directions simultaneously, alturuate- 
pine stumps'is to realize the almost ly or singly. This simple and novel 
hopeless ambition o£ the colonizer 
and settler, yet this is the deuion- 


drums to wind cable from opposite 


conslruction 
not 
only 
provides 


double radius of operation, but since 


as the cable is wound in it takes 
everything within its 125-foot reach 
and over a path 20 feet wide. 
Not 


only does it pull all the stumps in 


s path but it skids them right up 


to the machine leaving 70 per cent 
ot the land ready for the breaker. 


The novelty <>f the invention rests 


in the arrangement of the drums to 
pull from both sides at the same 
time and skid the material to the 
sides of the machine in wind rows, 
leaving the front of the machine 
clear for advance to position of an- 
other operation. 
In moving to a 


new position the stumps too near 
the machine to be reached with the 
heavy lines arc taken out with the 
draw-bar. 
, 


Many Imm'stln;; Speotiilnrs. 


Among those witnessing this prac- 


tically vniaclveiHisecl demonstration 
was n liberul representative ot lo- 
cal people. 
Those; 
present 
from 


over the stale Included: M. F. Ueau- 
doln, general sales manager Kdward 
llincs Land Co., Park Falls; Henry 
Albright. Soo Line Railway, Minne- 
apolis; ]'. T. Favcll, cashier North- 
westurn Stain Bank, Chippewa Falls; 
"Edward Stullmmi. First Wisconsin 
National bank. Milwaukee; William 
| Howe, American 
Exchange 
Bank, 


| Howe, American Ex. Bank, Mihvau- 
|kec; Hon. Hugo Kandutscli, presi- 


Icnt Kcnnan State bank, Kcnnan; 
ialph Skidmore, Skidmore Land Co. 
Uarinettc; 
Dowitt 
Van 
Ostrand 


:!ood Land Co., Phillips; D. G. Pack- 
er, commissioner 
of 
Immigration 


Madison. 


Influence on Farm Development. 
The profound influence that this 


nvcntion may have on developmcn 
of sjump lands of upper Wisconsit 
iiid cutover lands generally is maul 
fest. 
It is tho opinion of ninny me.i 


familiar with land clearing problem: 
that our old methods, in very Inrgi 
measure, must bo discarded. 
In.th 


word of Dcwitt Van Ostrand, "Till 
machine hns done more to solve th 
stump land question than nil (lie'im- 
provements put together for llic last 
thirty years. 
I believe I am 'qualifi- 


ed to speak since I havn lived in 
I'ljllllps, tlie very center nf northern 
Wisconsin stump land, 33 years and 
during, this .lime my whole activity 
has been devoted to 'cutover -land 
problems. 
I am almost afraid .to 


sta'tfe tho possibilities I see in-tliis 
invention and its great influence for 
progress in the rapid anc dheap-de- 
velopment 
of 
our 
fertile 
stump 


lands." 


The, 
Inventor. 


Doctor Wayne W. 
Bissell, • was 


was born and raised in Columbia 
county, Wisconsin, Graduating from 
the University of Wisconsin in 1900 
lie took his degree of II. D. at Rusl 
Medical College, Chicago in 1011 
After serving his 
interneship '.in 


he catered the Mayo clinic, Itwbest-1 
KACES. MAIU LAW CHARGE 


er, Miuu., iii 1916 to head the se«-i . ..: 
,, 


tioii of uecroycy with an assistant j 
Wausau, Wis.—Fred Eisner of the 


professorship in the Mayo fouuda-! town of Rib Falls was arrested, by * 
lion, lu his service iu France during j deputy United Stak-s marshal! cha'rg- 
the war he observed the utility of tbejej with taking.mail froui a rural <k- 
great "Caterpillars" used 
In 
tl>ei.iivery |,ox hot his own. In .defswlt 


mouutiug of 8-iuch howitzers and;of ?300 bail he is being held in jail 
through his iutiuiate relations with >. (0 a\Yait the action of Hie federal 
the Chippewa Valley Sheep company j graluj \ 
of which his father, W. G. Bissell, 
Is president, he conceived this ma- 
chine to develope the vast ranch of 
the sheep company. 


1IA11GEK TO VISIT POLAND 


HIGHWAY JEXl'EKTS TO MEET 
Madison, 
Wis, — Chief . Engiiieer 


Hirst 
and 
Construction 
t Kngineer 


Kuellinu of the state highway com- 
mission are on the program of the 
sixtli anniial meeting of the Amuri- 


Madinctte, Wis.— The Rev. C. A. i can 
Association of State Highway 


A;lf, ;a Polish Baptist minister of j Officials, in Wasbington, Dec. 18, 14 
Pound, Wis., lias been granted a six 115 and Iti. Chief Engineer Hirst will 
months' leave 
of 
absence during! speak of "Relative Service Value of 


which time he will visit Russia on au- i Different Types'of Pavements." 
Mr 


Uiomation from the Polish Baptist j KueHing will talk on "Analysis am 
church of America. His odidal mis-1 Preparation of Estimates." 


iirorr 


Marfcrt Frit* 


•Iggs, freslj... ,.„ ... .,; ... 60e 
Butter dairy. 
. ... ,..44cto48c 


'otaioes, white ,. .....,..,-,. ,$130 
Stray Beauties 
,., .$1.75 


Oats 
45c 


Rye 
$1.20 


Wheat 
',. ... $1.60 


Heifers, dressed .. 
...12 l-2c 


C!ows, dressed 
'. 
10c 


Steers, choice 
1... 15c 


Hogs, choice. 
... 13c 


Hogs, butcher 
,,.,... 12c 


Spring sheep 
; 
4 to 5c 


Spring Iambs 
7 to 8c 


Calves, dressed 
1C to 18c 


Calves choice ..'. 
•. 
18c 


Hides... .'. 
3c to 4i. 


Spring chickens,' alive 
15 to 16c 


Hens, alive 
.-..15 to 16<. 


Old roosters 
lOc 


Itetail Prices 


Victoria Flour, per bbl 
Jll.OC 


Rye Flour 
$9.21 


Cormneal, per bbl 
$6.51 


Buckwheat 


Corn sad O»t feed <*t... ., ».|2,20 
Corn. cwt.,, ... ,,, 
|£20 


ck»d Com 
fi25 


lenleed, cut 
, 
2.75 


Bran 
; 
;. ... |2.04 


Middlings ........ 
J2.00 


Cracked Com 
.'...• .'..J2.25 


—Don't forget the Xmas Sale Sat- 


urday at Miller & Birklioltz Millinery 
Store Saturday. 
12-3 


VOK SALE. 


7-rooui house 
.|2800 


5-room house 
-..$2100 


4-room house 
:..;$1C50 


7-rooin house 
JSSOO 


9-room house 
$42.00 


5-room. house 
.$2100 


Double Flat 
$1800 


Also seven farms cheap, if taken at 


once. 


MUS. K. J. PKl'IN 
Telephone lied UiKi 


11-29—12-4 


Celebrating the 25th Anniversary 
of Pathe Freres, Paris, France 
/. 


3 Million Free Phonograph Records 


Every One a Pathe 


3 Million Free Phonograph Records 


Your Own Selection 


3 Million Free Phonograph Records 


Jusl listen to this: 
You pick out $25 worth of Palhc Phonograph 


Records—-your own choice. Then select your Palhe Phonograph— 
any model you like except Nos. 3 and 6. 
Th'j Phonograph you will gel at the regular list price; not a penny 
more. Put down the ordinary delivery deposit; the Phonograph will 
be delivered to your home right away; also the Records—and for 
those Records— 


YOU DON'T PAY A PENNY FOR THEM 
YOU DON'T PAY A PENNY FOR THEM 
YOU DON'T, PAY A PENNY FOR THEM 


They're a free gift. What s more, you can fix up your own terms of 
payment for the Phonograph; the dealer will agree to anything that's 
reasonable. 
You know what Palhc Phonographs and Records are—the finest thai 
are made anywhere; nothing in this country or in Europe to touch 
them for qualily; they are artistically supreme and mechanically 
perfect. 
This offer is for a short lime only. Come in and make sure of yours. 


OTTO'S PHARMACY 


: 
Grand Avenue 


ENTIRE STOCK OF 
YS' SUITS 
25% off Marked Prices 


The suits are all marked with their regular prices in plain figures. The reduction from these 
prices will be made at lime q( .sale. 


Parents will quickly recognize-that this: is'"the"'opportunity to effect savings of unusual 
proportions' on Boys' high grade- suits. 
- 


st of the Suits Have two 


s of Trousers 


This is an additional economy, as the extra pair, of course, greatly increases the service of 
the suit. 


Youthful Styles, 


Handsome Patterns 


make these suits allracliv.e alike to hoys and their parents. The shape-retaining quality 
tailored into the suits enables them to keep their good looks throughout a long period of 


Sizes 7 to 19 years. 
service. 


Mullen Co. 


WISCONSIN RAPIDS 
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LEGALS 


(10-22 to 12-2 inclusive) 
EXECUTION SALE 


By virtue of an execution issued out 


of and under the Circuit Court of Ver- 
non County, Wisconsin, in an action 
wherein A. H. Dahl & Co., was plain- 
tiff and Carl M. Olson was defendant, 
which said judgment was docketed in 
Wood County, Wisconsin, on the 23rd 
day of September, 1920, I have seized 
and Ifcvied upon all of the right title 
and interest which the defendant' had 
on the 13th day of March, 1920, or 
has since acquired in and to the north 
east quarter of the south' west quai> 
ter of section 23, township 22, range 
3, which I shall expose and offer for 
sale at the front door of the Court 
House in the city of Wisconsin Rap- 
ids on the 10th day of December, 1920, 
at the h'our of 10:30 in the foienoon, 
to satisfy the sum of $438.37 besides 
interest and costs from November 
12,1919. 
o 


C. W. Bluett, 


Sheriff Wood County, Wisconsin. 


Dated October 22, 1920. 


(11-19-26—12-3-10-17-24) 


STATE 
OP 
WISCONSIN, 
AVOOD 


COUNTY IN CIRCUIT COUKT. 


SUMMONS. 


Herman Wittenberg, Plaintiff, 


——• vs. 


James Langdon and Mis. 


Langdon, his wife, Amos Densmore 
and Mrs. 
Densmore, his 


wife, 
Sophia 
Louisa 
Dutruit, 


James J. Cone and Mrs. 
Cone, his wite, Nathan H. Em- 
mons and iErs 
Emmons, 


his 
wife, 
AND ALL unknown 


owners, claimants, heirs, and re- 
presentatives of the said defen- 
dants, (and their wives it any), 
or any of them, and generally all 
persons whom it may concein, De- 
fendants. 


THE STATE OF WISCONSIN", TO 


THE SAID DEFENDANTS. 
You. 
and each of you aie hereby 


summoned to appear within twenty 
days after service of this summons, 
exclusn e of the day of service, and 
detend the above entitled action in 
the Court aforesaid; and in case ot 
your failure so to do, judgment wall 
be rendered against j ou according 
to the demands of the complaint. 


JOHN ROBERTS, 


Plaintiff's Attorney, P O Address, 


Wisconsin Rapids. Wood County, 
Wisconsin 
NOTE:—The object of -the above 


entitled action is to quiet the title 
in said plaintiff, of Lot TV.O (2) of 
Block Eighty-Eight (SS) of Wood's 
Addition to the City of Centraha, 
later Grand Rapids and now Wis- 
consin Rapids, Wood County, Wis- 
consin; that said pro'perty and no 
other is affected by said action, and 
no personal claim is made against 


estate and praying that a time and 
place be fixed for examining: and al- 
lowing her account of her administra- 
tion, and that the residue of the said 
estate be assigned to such persons as 
ore by law entitled to the name; 


IT IS ORDERED, .that said appli- 


cation be h'eard before this Court, at 
a special term thereof to be held at 
the probate office, in the city of Wis- 
consin Rapids, on the 21st day of De- 
cember, 1920, at 10 oclock a. m. 


AND IT IS FURTHER ORDERED, 


that notice of the time and place of 
examining and allowing said account, 
and of as-signing the residue of said 
estate, be given to ay persons inter- 
ested, by publication of a copy of this 
order, lot three successive weeks, in 
the Daily Tribune, a newspaper pub- 
lished in said County, before the day 
fixed for said hearing. 


Dated this 23id day of November, 


1920.- 


By the Court, 


Chas. E. Briere, 
W. J. Conway, 


Attorney for Estate. County Judge. 


MISS ANNA BEALER 


WEDS ALBERT FEIH 


WELL KNOWN COUPLE WED ON 


THURSDAY MORNING AT LU- 
THERAN PARSONAGE 


NOTICE OF APPLICATION FOR, 


FINAL SETTLEMENT 


STATE OF WISCONSIN, WOOD 


COUNTY COURT, IN PROBATE. 


In the matter of the Estate of An- [ 


ton Buyarski, deceased. 
j 


On reading- and filing the applica- j 


tion of Catherine Buyarski, executrix.' 
representing among other things that 
she has fullv administered the 
£-aid 


Miss Anna Bealer, daughter of Mr. 


and Mi s. Carl Bealer, and Albert Feih 
Jr., son of Mr. and Mrs. Albert Feih,- 
Sr., all of this city, were united in 
marriage Thursday afternoon, Decem- 
ber 2nd, at two o'clock at the West 
Side Lutheran paisonage by Rev. G. 
M. Thurow, pastor of the church. They 
overe attended by Miss Clara Bealer, 
a sister of the biide as bridesmaid 
ard Harold Wittenbei-g, as grooms- 
man. The bride wore a navy blue 
velour tailored suit with hat to match 
und a corsage bouquet of pink rose 
bads, -unite sweet peas and ferns. Miss 
Bealei wore a tailored suit of Copen- 
hagen blue 'v elour with hat to match' 
and a corsage bouquet of pink rose 
buds and pink sweet peas. 


Following the ceremony a dinner 


was served at the home of the bride 
to immediate relatives and guests. 
The house and tables were decorated 
with pink and whi£e 
carnations, 


sirilax and ferns. 


The bnde was born, brought up and 


educated in the public school of Wis- 
consin Rapids and previous 
to 
her 


marriage was employed as cashier in 
the' hardware department of the John- 
sen & Hill Co. store. She is a very es- 
timable young lady and is very popu- 
lar among her many friends and ac- 
quaintances. The groom was born on 
a farm in the^town of Hansen receiv- 
ing his early education in that town 
and later moving to this city where 
he attended the public schools. He is 
a young man. of good moials and is 
highly esteemed by all Vho know Mm. 
He is employed as papermaker in the 
Consolidated Water Power & Paper 
Co. mill. 


Mr. and Mrs. Fern1 left 
Thursday 


evening on a redding trip and on 
their letum will make their home 
\\ith the bride's' parents on Fourth 
AvGnue North. 


The Tiibune extends to them its 


best wishes for a long life of wedded 
bh?s. 


Out of town guests attending the 


A "PP¥ 
t JT iLm 


IN 


Boxes, Barrels, Baskets 


We have just received a carload of BOX and BARREL AP- 
PT TCS which we are goincr to sell out at lowest prices. I he 
BOX APPLES IRE WAGNERS and ROMAN BEAUTIES. 
Mighty fine eating apples and 
good 
keepers. 
As 
a 


SPECIAL for CATURDAY. per box 
*2.9a 


We will also have in another carload of BALDWIN APPLES 
in BASKETS toniglit. These are No. 1 stock, A grade, and 
will be sold at lowest prices. 


OTHER SATURDAY SPECIALS 


Compound lard, 5 *pounds 
'«i9on 


Pure lard, 5 pounds 
• 
* ,£ 
Bacon, by slab or half, pound 
f^c 


Hebe milk, tall, 5 cans 
^zc 


Hebe milk, small, 10 can? 
»»c 


Armours Corn Flakes, 4 packages 
48c 


Armour's Corn Flakes, tall package 
18c 


Kellogg'R Corn Flakes, 2 packages 
2r>c 


Kellogg's Corn Flakes, tall package 
19c 


Toilet paper, 10 rolls 
45c 


Laundry Soap— 


Lennox, 10 bars 
4 /c 


Electric Spark, 10 bars 
65c 


Galvanic, 10 bars 
G5c 
Grandma's White Naptha, 10 bars 
75c 


P. & G., 10 bars 
75c 
Karo Syrup, 1 gallon can 
/lc 


Macaroni, 5 packages 
32c 


Prepared mustard, can 
I0c 


We have just received a shipment of— 


FRESH VEGETABLES 
Cauliflower 
Celery 


Head Lettuce 
Tomatoes 


wedding were Mr. and Mrs. Lawrence 
Lash of Milwaukee and Mr. and Mrs. 
Otto Feih' of Kenosha. 


Ed. Garber 


FRUIT AND GROCERIES 


East Side 


OOOOOOOOOOOOOOOOOOOOOOOOCXJOOOOO 


'Phone 550 
MOOOOOOOOOOO 


NEKOOSA 


Mrs. J. Gutherl entertained 
the 


members of the Literary Club at her 
home Tuesday afternoon. The after- 
noon was spent in playing "500", 
Mrs. H. F. Lapham holding high 
score and Mrs. Ray Wiley second 
high1. 
At the close of the games a 


guessing contest was held at which 
Mrs. J. E. Eohler proved the winner. 
A very pleasant afternoon was spent. 


Mr. and Mrs. T. Platts of Pittsville 


have moved here and are nicely locat- 
ed. Mr. Platts is employed at the mill 
here. 
/ 


Mrs. L. E. Smith spent today at the 


home of her mother, Mrs. J. L. Steib 
of Wisconsin Rapids 


L V. Wilson of Milwaukee is spend- 


ing the week here in the interests of 
the Beaver fraternity. 


Mis. !^imes Mlsna entertained the 


members of the Friendship 
Club at 


her home Wednesday afternoon. After 
a number of games of "500" were 
played, Mrs. L. White won honors. 
Dainty refreshments were served. 


A number of Nekoosa citizens at- 


tended the chicken pie supper held at 
the church parlors at Poit Edwards 
Thursday evening. 


Emily Kucler, who has been spend- 


ing the past week at New London, ar- 
rived here Tuesday to lesume her du- 
ties. 


Mrs. Fred Scheibe entertained the 


members of the 500 Club and a few 
guests at her home Thursday evening. 
Mrs. A. F. Boles was awarded the 
honors. 


A. F. Boles left Wednesday for 


Superior and Duluth on a 
business 


trip. 


Caroline Fitch spent Tuesday with 


relatives at Port Edwards. 


J. L. Hamion of LaCrosse transact- 


ed business here on Tuesday. 


Mrs. F. E. Goddard was a shopper 


at Wisconsin Rapids Thurday. 


Mr. H. H. Voss and Mrs. A, U Mar- 


vin attended the meeting of the guild 
at the home of Mrs W. A. Drumb. 


AT THE THEATRES 


ANNUAL STATE ROAD SCHOOL 


Madison. Wis.—The.annual road 


school and meeting of the country 
highway commissioners of the state 
will be held in Madison beginning 
Jan. 31. Every county in the state 
will be represented. 


TREASURER LOSES HOME 


Fond du Lac, Wis.—The home of 


Norris T. Hersey, county treasurer, 
in the Wood Hull suburb, was des- 
troyed by fire. The loss is estimated 
at $12,000. 


DALY'S THEATER 


For this week the vaudeville show 


at Daly's will be on Sunday only 
matinee and night, on account of the 
big Fiske o'Hara attraction, "Spring- 
time in Mayo" which holds the boards 
Saturday. For the remainder of the 
season, however, there will be Big 
Time Vaudeville both Saturdays and 
Sundays. 


The feature act this time is Walter 


Baker and Company with a sperialty 
number—Comedy Magic De Luxe. 
This is' one of those funny novelties 
which would surprise a laugh out of 
an undertaker on duty and will as- 
tonish you as well. The remainder of 
the show is mainly music and terpsi- 
chorean with handsome men and 
shapely girls—Lawrence and Harvey, 
acrobatic dancers and singers—wig- 
gling warblers who with Wright and 
Gayman, the human canary birds in- 
sure splendid entertainment. 
Along 


with the customary curtain raiser of 
motion pictures theie will also be a 
feature to take the place of an act 
which failed to arrive. 


I PERSONAL MENTION 
i 
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Miss Eda Birkholz, 
First street 


south returned Thursday from, a visit 
with friends in La Crosse. 


H. Evans and daughter Mary of 


New Rome were Fiiday visitors in 
this city. 


Mr. and Mrs. R. F. Johnson re- 


turned Thursday evening from, a visit 
to Chicago. 


Joseph Polland of Milawukee spent 


Thursday with friends in this city. 


J. A. Cohen left Thursday for a 


business trip to Merrill . 


Charles C. Colt 
of Windstead, 


is transacting business in this city. 


J. W. Kurtz of the city of Pitts- 


ville spent Thursday in this city. 


Mr. and Mrs. Henry Yetter went 


to Marshfield this 
morning where 


Mrs. Yetter consulted a phycisian 
regarding her eyes. 


A. M. Vanderhei of the DeGuerc 


Architect office, and who has charge 
of the Construction Co. works of the 
Rhinelander Paper Mill Co. arrived 
Thursday for a week-end visit with 
family at his hom6 in this city. 


Miss Clara Krumrei has returned 


from a visit with relatives in Wau- 
kesha. 


LOWER PRICES TO-DAY 


From time to time we receive bulletins in regard to the 
falling markets and our prices are immediately lowered 
to conform with the new prices. 
Our New York buyers are an the markets every day and 
this information is forwarded to us as soon as they 
get it. 
THEREFORE you will always be able to get the LOW- 
EST POSSIBLE prices from the J. C. Penney Co. FIRST. 


36-inch Percales, Light and Dark 
17c and 19c 


Pretty Plaid Dress Ginghams 
21c 


42-inch Pillow Tubing, Heavy Quality 
45c 


9-4 Bleached Sheeting, Pepperell 
49c 


36-inch Bleached Muslins, Fine Grades 
15c 


Outing Fla-nnel, Light 
17c 


Silk>Taffeta, 36-inch 
$1.25 


Charmuse Satin 
$2.98 


Silk Satin, all colors 
$1.79 


Qrepe de Chine and Georgettes 
SI.58 


Silk and Fibre Hose, Ladies 
58c 


Apron Check Ginghams 
12V2C 


Toweling Half Bleached 
15c 


Curtain Marqusettes 
25c 


Working men will find that they can reap a good 


saving by buying their 'needs at the J. C. Penney Co. 
220 wt. Blue Denim, the best grades made, Union made 


full cuts overalls and jumpers 
$1.75 


Blue,Chambray Work Shirts, fine grade 
69c 


Dark Blue Polka Dot Detachable Collar, engineers 


shirts 
$1.58 


Heavy Fleeced Unionsuits ,. 
$2.19 


Heavy Cotton Ribbed Unionsuits 
$1.69 


Boys' Blouses, grey outing 
flannel 
69c 


Boys' Percale Blouses, fancy stripes 
79c 


Men's Heavy Grey and White Socks, wool 
49c 


Men's Leather Vests, leather sleeve, knit wrist and 


collars 
..: 
$8.50 


Men's Sheepskin Lined Coats 
$12.90 


Moleskin shell. Very low in price. 
These are only a few of the many savings you will find 
here. See us before you buy. 
J. C. Penney Co. 


WATCH FOR OUR PRICES, THEY ARE THE LOWEST 


jj 


\ii1i 


A. R. Spafford of Green Bay is 


transacting busines sin the city. 


A. B. Cotey of the city of Pittsville 


spent Thursday in this city. 


M. F. Helger of Milkaukee is call- 


ing on friends here. 


E. C. Simon of Oshkosh is among 


the business visitors in this city. 


Mr. and Mrs. P. C. Daly, Thud 


street south returned Thursday even- 
ing- from a visit with relatives in 
Appleton and Oshkosh. 


Mrs. Thomas Law of Babcoek ar- 


rived in this city Thursday evening 
and will remain for a time to caie 
for her sister, Mrs. Estelle A. Shea 
who is quite ill at her home, First 
street north. 


Edward Callalian of Wausau, road- 


master of the C. M. & St. P. Ky. Co., 
transacted business in this city Thurs- 
day. 


FINED FOR KILLING 


DEER OUT OF SEASON 


JOE GOl>EN ARRESTED OX COM- 


1'LAINT OF GAME WARDEN 


COLE 


Joe Godon, of the town of Sigel, 


paid a fine amounting to $50 and 
costs in 
Jud^e Getts 
court late 


Thursday afternoon, pleading guilty 
to a charge of killing a fawn in Wood 
County before the deer season open- 
ed. Mr. Goden was a member of a 
party of-hunters who secured the first 
deer in Wood County, and while the 
honors went to another member of 
the party it is apparent that Joe w;>s 
on the grounds eaily himself. 
The 


arrest was made by Sheriff Bluett on 
a complaint filed by Game Wai den 
Cole. 


MISSIONARY CLUB WILL HOLD 


CHRISTMAS SALE 


The Missionary Sewinj* Club ot 


the First Moiavian Church will hold 
a sale of fancy work and aprons on 
Tuesday afternoon, Dec. 7. 
Coffee 


and cako will also be served. 


Rumage Sale opposite Witter 


Hotel. December 4 at 9 o'clock. 


—Sensational dres-, sale at $18.75. 


Charm inj? new druses for Misses and 
women, lot^ of large 5-izes, street, 
afternoon and evening dre^t-s anil 
best of ail the price $18.73. I. E. Wil- 
cox, 201 4th Ave. S. 


—Just returned from Chicago with 


the bigge.«t baigam yet in drense*, 
valuer v;p to §42.50 now on sale at 
$18.75. I. K. Wilcox, 201 4th Ave. S. 


The Greatest Ser- 


vice we can offer 


you is to make sure 


you get a Victrola 


Look under the lid and you will find 
"His Master's Voice and the word 
"Victrola." These famous trade- 
marks of the Victor Talking- Ma- 
chine Company- will be your as- 
surance that the instrument you 
buy will bring to you, no matter 
where you are, the music of all 
the world. Caruso, Homer, Galli- 
Curci, McCormack, Melba, Scotti, 


Farrar, Schurnann-Heink, Tetraz- 
zini, 
De 
Luca, 
Rachmaninoff, 


Heifetz, Lauder, and a host of 
others make records for the Victor, 
which is not due to coincidence, 
but to deliberate choice. To own 
a Victrola is to enjoy a lifelong 
association with these great artists 
who represent only the 
highest 


and best in music. 


It will be a pleasure to play your favorite music any time. 
Come in now 


and select your VICTROLA for Christmas. 
We will hold your VICTROLA until Christmas, if you desire, but MAKE 
YOUR SELECTION NOW while the stock is complete. 


Easy Payment Plan If You Desire 


SAM CHURCH DRUG STORE 


West Side 
Corner Grand and 3rd Avenues 


^S5«S?<^S^S*<!S*^^ 


"Wear-Ever" Christmas 


What is there that makes a more appropriate gift to 
mother, sister or sweetheart than a nice silvery piece 
of the famous "Wear-Ever" aluminum. A "Wear- 
Ever Remembrance will out last'all others. Tomor- 
row is the last day Miss Rosenquist will have charge 
of our "Wear-Ever" Department. Let her aid you 
in selecting some desirable Christmas gift.s 


YOUR LAST CHANCE 


Tomorrow is your last 
chance to get this $1.20 
"Wear-Sever" iya quart 
double lipped sauce pan 
For Only 93c 


and this coupon if re- 
deemed at our store to- 
morrow December 4th, 


1920. 


Clip This Coupon 


Only one pan to a customer. No 'phone or mail 
orders. 


NASH HARDWARE CO. 


Wisconsin Rapids, Wis. 


This coupon and 93 
entitles holder to one 
lar $1.20 "Wear-Ever' 
quart double lipped 
pan if brought to our 
on or beforo Dec. -1th, 


XASH iimv. co. 


cents 
repfii- 
' t 
sauco 
store 
1920. 
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WISCONSIN EAPfflS DAILY fll^UNB FRIDAY, DECEMBER 3, 1920. 


IMS 


(10-22 to 12-2 inclusive) 
EXECUTION SALE 


By virtue of an execution issued out 


of and under the Circuit Court' of Ver- 
non County, Wisconsin, in an action 
wherein A. H. Dahl & Co., was plain- 
tiff and Carl M. Olson was defendant, 
which said judgment was docketed in 
Wood County, Wisconsin, on the 23rd 
day of September, li>20, I have seized 
and levied upon all of the right title 
and interest which the defendant'had 
on the 13lh day of March, 1920, or 
lias since acquired in and to the north 
east quarter of the south' west quar». 
tcr of section 23, township 22, range 
3, which I shall ex|M)se aiu.1 offer for 
sale at the front door of the Court 
House in the city of Wisconsin Rap- 
ids on the 10th day of December, 1920, 
at the h'our of 10:30 in the forenoon, 
to satisfy the sum of $438.37 besides 
interest and costs from November 
12,1919. 
o 


c. w. niuctt, 


Sheriff Wood County, Wisconsin. 


Dated October 22, 1920. 


estate aud prayi»g that a time awl] \vexldi«g »-ere Mr. and Mrs, 


I place be tixej for examining and al. Lash of Milwaukee and Mr. a»d Mrs, 


lowing her account of her adjuuustra- Otto Feifc of Ke^osha. 
tion, and that the residue of the said 
estate be assigned to such persons as 
are by law entitled to the #ame; 


IT IS ORDERED, .that said appli- 


cation be heard before this Court, at 
a special term thereof to be held at 
the probate office, in the city of Wis- 
consin I'iipids, on the 21st day of De- 
C'embcr, 1920, at 10 oclock a. in. 


AND IT IS FURTHER ORDERED, 


that notice of the time and place of 
examining and allowing said account, 
am! of assigning the residue of said 
estate, be given to ay persons inter- 
ested, by publication of a copy of this 
order, for three successive weeks, in 
the Daily Tribune, a newspaper pub- 
lished in said County, before life day 
fixed for said hearing. 


Dated this 23rd day of November, 


1920.- 


AT THE THEATRE 


NEKOOSA 


Mi's. J. Gutherl entertained the 


members of the Literary Club at her 
home Tuesday afternoon. The after- 
noon was spent in playing "500", 
Mrs. H. F. Lapham holding high 
score and Mrs. 
Ray Wiley second 


high'. 
At the close of the games a 


guessing contest was held at which 
Mrs. J. E. Rohler proved the winner. 
A very pleasant afternoon was spent. 


Mr. and Mrs. T. 1'latts of Pittsville 


have moved here and are nicely locat- 


DALVS THEATER 


For this week the vaudeville show 


at Daly's will be on Sunday 
only 


matinee and night, on account of the 
big Fiske o'Hara attraction, "Spring- 
time in Mayo" which holds the boards 
Saturday. For the remainder of the 
season, however, there will lie liig 
Time Vaudeville loth Saturdays and 
Sundays. 


The feature act this time is Walter 


Baker and Company with a specialty 


' By the Court, 


Chas. E. Hricre, 
W. J. Conway, . 


Attorney for Estate. County Judge. 


MISS ANNA BEALER 


WEDS ALBERT FEIH 


(11-19-20—12-3-10-17-24) 


STATIC 
OK 
WISCONSIN, 
WOOD 


•COUNTY IN ClltCUIT COUKT. 


SUMMONS. 


Herman Wittenberg, Plaintiff, 


James Langdon niul Mrs. 


Lungdon. Ills wife, Amos Uonsmoro 
and Mrs. 
Densmore. his 


wife, 
Sophln 
Louisa 
Dutrull, 


J»mea J. Cono and Mrs. 
Cone, his wife,. Nutluin H. Bn'i- 


. iiions and Xllrs. 
ICmmons, 
unknown 


owners, claimants, hulrs, and re- 
presentatives of the said defen- 
dants, (and their wives if any), 
or any ot them, iiml generally,all 
persons whom it may concern, De- 
fendants. 


THK STATE OF WISCONSIN, TO 


THE SAID DKKI'INOANTS: 
You, and each of you are hereby 


Bummonod to appear within twenty 
days after service of this summons, 
exclusive of the day of servlco, and 
defend the iiliovc entitled action in 
this Court aforesaid; and In cast: of 
your failure so to du, judgment .will 
lie rendered against you according; 
to the demands of the complaint. 


JOHN KOUEKTS, ::.: 


Plaintiff's Attorney, 1'. 0. Address, 


Wisconsin Rnplils, Wood County, 
Wisconsin. 
NOTE:—The object of-the above 


entitled action is to quiet tlic title 
in said plaintiff, of Lot Two (2) .of 
Block Eighty-Eight (88) of Wood's 
Addition to the Clly of O.nlralia, 
later Grand Rapids and now Wis- 
consin Kapids, Wood County, Wis 
cpnsln; that said properly and? no 
oilier is affected by said action, arid 
no personal claim Is made against 


WKLL KNOWN COUPLE WED ON 


THURSDAY MOItNING 
THKHAN I'-AKSONAUK 


AT LU 


ed. Mr. 1'latts is employed at the mill number—Comedy Magic De Luxe. 
ncrc- 
' 
This is' one of those funny novelties 


Mrs. L. E. Smith spent today at the] which would surprise a laugh out of 


home of her mother, Mrs. J. L. Stcibjan undertaker on duty and will as- 
of Wisrnnsin l?uni<l<t 
~_:~i. 
~~ ...»ii 'PU,, ..„ 
:_.!.... _r 


FOR 
NOTICE OF 
APPLICATION 


FINAL SETTLKMKNT ' 


STATE OF WISCONSIN, WOOD 


COUNTY COURT, IN PKOHATE. 


In the matter of the Estate of An-1 


ton Huyarski, deceased. 


On reading and filing the applica- 


tion of Catherine Buyarski, executrix, 
representing among other tilings that 
she has fully administered the said 


• Miss Anna Healer, daughter of Mr. 
and Mrs. Carl Healer, and Albert Feih 
Jr., son of Mr. and Mrs. Albert Feih,' 
Sr., all of this'city, were united in 
marriage Thursday afternoon, Decem- 
ber 2nd, at two o'clock at the West 
Side Lutheran parsonage by Rev. C!. 
Jl. Thurow, pastor of the church. They 
<jycrc attended by Miss Clara Healer, 
a sister of the bride as bridesmaid 
and Harold Wittenberg, as grooms- 
man. The bride wore a navy blue 
vclour.tailored suit with hat to match 
and a corsage bouquet of pink rose 
buds, white sweet peas and ferns. Miss 
Dealer wore a tailored suit of Copen- 
hagen blue vclour with hat to match' 
and a corsage bouquet of pink rose 
buils and pink sweet peas. 


'Following the ceremony a dinner 


was served at the home of the bride 
to immediate relatives 
and guests. 


The house and1 tables were decorated 
with pink;'and 
white 
carnations, 


smilax and ferns. 
. The bride was born, brought;up and 
educated in the public-school, of ..Wis- 
consin ilapicls and previous to 
her 


marriage was employed; as cashier in 
the" hardware department of the John- 
s&n & Hill Co. store. She is a very'es- 
timable young iady and is very popu- 
lar among- her many friends, and ac- 
quaintances. The groom was born on 
n fanii 'in the;town of Hahsen receiv- 
ing his early education in that town 
and later moving to this city where 
he attended the public schools. He is 
a young man. of• gobd^ morals and is 
highlyesteemed by!aH''who"know him. 
He is employed as• piipermaker in the 
Consolidated Water Power & Paper 
Co. mill. 


Mr. and Mrs. Feih1 left 
Thursday 


evening on a wedding trip and on 
their return will make their 
home 


with the bride's' parents 
on Fourth 


Avenue North. 
• 
. 


The Tribune extends to them its 


best wishes for a long life of wedded 
bliss. 


Out of town guests attending the 


of Wisconsin Rapids 


L V. Wilson of Milwaukee is spend- 


ing the week here in the interests of 
the Beaver fraternity. 


Mrs. Tames Mlsna entertained the 


members of the Friendship 
Club at 


her home Wednesday afternoon. After 
a number of games of "500" 
were 


played, Mrs. L. White won honors. 
Dainty refreshments were served. 


A number of Nekoosa citizens at- 


tended the chicken pie supper held at 
the church parlors at Port Edwards; 
Thursday evening. 


Emily Kuder, who h'as been spend, 


ing the past week at New London, ar- 
rived here Tuesday to resume her du- 
ties. 


Mrs. Fred Scheibe entertained the 


members of the 000 Club and a few 
guests at her home Thursday evening 
Mrs. A. F. Boles was awarded 
the 


honors. 


A. F. Boles left 
Wednesday 
for 


Superior and Duluth on a 
business 


trip. 


Caroline Fitch spent Tuesday will 


relatives at Port Edwards. 


J. L. Harmon of LaCrosse transact 


ed business here on Tuesday. 


Mrs. F. R. Godd.-ird was a shoppe 


at Wisconsin Rapids Thurday. 


Mr. H. H. Voas and Mrs. A. U Mar 


vin attended the meeting of the guil 
al the home of Mrs W. A. Drumb. 


ANNUAL STATE ROAD SCHOOI 


Madison, .Wis.—The .annual roac 


school and meeting of the countr, 
highway commissioners of tho stat 
will be held in Madinon 
beginninj 


Jan. 31. Every county in the stat 
will be represented. 


TREASURER LOSES HOME 


Fond du Lac, Wis.—The home o 


Norris T. Hcrsey, county treasure: 
in the Wood Hull suburb, was des 
troyed by fire. The loss- is estimate 
at ?12,000. 


onish you as well. The remainder of 
le show is mainly music and tcrpsi- 
loreSn with .handsome men and 
aapcly girls—Lawrence and Harvey, 
crobatic dancers and singers—wig- 
ling warblers who with Wright and 
ay-man, the human canary birds in- 
ure splendid entertainment. 
Along 


vith the customary curtain raiser of 
lotion pictures there will also be a 
eature to take the place of an acl 
which failed to arrive. 
J 


A. B. Cotey of the eity of Pittsviile 


spent Thursday in this city. 


M. F, Helger of Milkaukee is call- 


ing on friends here. • 


E. C. Simon of Oshkosh is among 


the business visitors in this city. 


Mr. and Mrs. P. C. Daly, Third 


slreet south returned Thursday even- 
ing from a visit with relatives in 
Apple.ton and Oshkosh. 


Mrs. Thomas Law of Babcock ar- 


rived in this city Thursday evening 
and will remain for a time to care 
for her sister, Mrs. Estelle A. Shea 
who is quite ill at her home, First 
street north. 


Edward Callahan of Wausau, road- 


master of the C. M. & St. P. Ry. Co., 
transacted business in this city Thurs- 
day. • 


FINED FOR 


DEER OUT OF SEASON 


JOE OODEN AUKESTKD ON COM- 


1'l.Al.NT OF GAME WAKDKN 


COi.E 


MISSIONARY CLUB WILL HOLt> 


The Missionary Sewins; Gub of 


the First Moravian Church will hold 
a sale of fancy work aiid apror.j on 
Tuesday afttrnoon, Dec. 7. 
Coffee 


and cake will also be served. 


Joe Godon, of the town of Sigel, 


paid a line amounting to $50 and 
costs in Judge Celts 
court 
late 


Thursday afternoon, pleading guilty 
to a charge of kililng a fawn in Wood 
County before the deer season open- 
ed. Mr. Coden was a member of a 
party ottmnters who secured the first 
deer in Wood County, and while (he 
honors went to another member of 
lh« parly it is apparent that Joe was 
on the grounds early himself. 
The- 


arrest was made by Sherilf Bluett 01 
a complaint filed by Game Warden 
Cole. 


Ilumage Sale opposite Witter 


Hotel, December 1 at 9 o'clock. 


—Sen.-ational dress .sale at 
$li>.7f>. 


Charming new drosses for Misses and 
\vomi-n, lots of large sizes, street, 
afternoon and evening dress.-s and 
best of all the price ?1S.7.~,. I. K. Wil- 
cox, 201 -1th Avc. S. 


—Ju«t returned from Chicago with 


IIP biggest bargain yet 
in <lrc»*cs 


•alues up to §\2.W now on sale at 


I $18.75. I. E. Wilcox, 201 4th Ave. S. 


PERSONAL MENTION 


Miss Eda Birkholz, 
First street 


soulh relumed Thursday from a visit 
with friends in La Crbsse. 


II. Evans and daughter Mary of 
ow Rome were Friday visitors in 


this city. 


Mr. and Mrs. R. F. Johnson rc- 


:urned Thursday evening from a visit 
to Chicago. 


Joseph Polland of Milawukce spent 


Thursday with friends in this city. 


J. A. Cohen left Thursday for a 


business trip to Merrill . 


Charles C. Colt 
of Windstend, 


is transacting business in this city. 


J. W. Kurtz of the city of Pitts- 


ville spent Thursday in this city. 


Mr. and Mrs. Henry Yetter went 


to Marshfield this 
morning where 


Mrs. Yetter consulted a phycisian 
regarding her eyes. 


A. M. Vanderhei of the DeGuerc 


Architect office, and who has charge 
of the Construction Co. works of the 
Rhinelsnder Paper Mill Co. arrived 
Thursday for a week-end visit with 
family at his home' in this city. 


Miss Clara Krumrei has returned 


from a visit with relatives in Wau- 
kesha. 


S^^S'^^iV'^^'K-a^^B^^SS^sWa-vSJ^^S 


APPLES! 


• 
IN.- 
.. 
: 
; ... 


Boxes, Barrels, Baskets 


We have just received a carload of BOX and BARREL AP- 
PT KS which we are going to sell out at lowest prices. The 
BOX APPLES ARE.WAfiNEKS and ROMAN BEAUTIES. 
Mighty fine eating •. apples and 
good keepers. 
As 
a 


SPECIAL for-CATURDAY, per box 
S^.So 


We will also have in another carload of BALDWIN APPLES 
in BASKETS tonight. These are No. 1 stock, A grade., and 
will be sold at lowest prices. 


OTHER SATURDAY SPECIALS 


Compound lard, 5»pounds 
• -95c 


Pure lard, 5 pounds 
• 
,, 


Bacon, by slab or half, pound 
f?c 


Hebe milk, tall, 5 cans 
£?c 


Hebe milk, small, 10 cans 
>•><:. 


Armours Corn Flakes, 4 packages 
: 
48c 


Armour's Corn Flakes, tall package 
13c 


Kcllogg's Corn Flakes, 2 packages 
2nc 


Keilogg's Corn Flakes, tall package 
19c 


Toilet paper, 10 rolls 
'l;'c 


Laundry Soap— 


Lennox, 10 bars 
'«<* 


Electric Spark, 10 bars 
fifc 


Galvanic, 10 bars 
«5c 
' 
Grandma's White Naptha, 10 bars 
7:jc 


P. & G., 10 bars 
75c 


Karo Syrup, 1 gallon can 
<lc 


Macaroni, 5 packages, 
32c 


Prepared mustard, can 
I0c 


We have just received a shipment of— 


FRESH VEGETABLES 
Caulillower 
• 
Celery 


Head Lettuce 
Tomatoes 


Ed. Garber 


East Side 


FRUIT AND GROCERIES 
Thone 550 


oooooooocxxx 


LOWER PRICES TO-DAY 


From time to time we receive bulletins in regard to the 
falling markets and our prices are immediately lowered 
to conform with the hew prices. 
Our New York buyers are on the markets every day and 
this information is forwarded to us as soon as they 
get it. 
• 


THEREFORE you will always'be able to get the LOW- 
EST POSSIBLE prices from the j. C. Penney Co. FIRST. 


36-inch Percales, Light and Dark 
17c and 19c 


Pretty Plaid Dress Ginghams ... '. 
-!21c 


42-inch Pillow Tubing, Heavy Quality.........45c 
9-4 Bleached Sheeting, Pepperell 
49c 


36-inch Bleached Muslins, Fine Grades 
15c 


Outing Flannel, Light 
17c 


Siltt-Taffeta, 36-inch 
:. .$1.25 


Charmuse Satin .;. . 
$2.98 


Silk Satin, all colors ...... i 
$1.79 


Qrepe de Chine and Georgettes 
$1.58 


Silk and Fibre Hose, Ladies 
.58c 


Apron Check Ginghams .. -. 
IZV-jc 


Toweling Half Bleached 
- . . . . - , 
15c 


Curtain Marqusettes 
25c 


Working men will find that they can reap a good 


saving by buying their'needs at the J. C. Penney Co. 
220 wt. Blue Denim, the best grades made, Union made 


full cuts overalls and jumpers . 
$1.75 


Blue.Chambray Work Shirts, fine grade 
..69c 


Dark Blue Polka Dot Detachable Collar, engineers 


shirts 
$1.58 


Heavy Fleeced Unionsuits ,. 
$2.19 


Heavy Cotton Ribbed Unionsuits 
$1.69 


Boys' Blouses, grey outing 
flannel 
69c 


Boys' Percale Blouses, fancy stripes 
79c 


Men's Heavy Grey and White Socks, wool 
49c 


Men's Leather Vests, leather sleeve, knit wrist and 


collars . . . . . . . . . : 
$8.50 


Men's Sheepskin Lined Coats 
$12.90 


Moleskin shell. Very low in price. 
These are only a few of the many savings you will find 
here. See us before you buy. 
J. C. Penney Co. 


WATCH FOR OUR PRICES, THEY ARE THE LOWEST 


MOM 
xxwooooooooooooooooooooooooooooooooooooo 
UOOOOOtt 
MOOOOOOOOOOOOOOOO 


The Greatest Ser- 


vice we can offer 


you is to make sure 


you get a Victrola 


Look under the lid and you will find ! 
"His Master's Voice and the word 
"Victrola." These famous trade- 
marks oi' the Victor Talking Ma- 
chine Company- will be ..your as- 
surance that the instrument y'ou 
buy'will bring to you, no matter 
where you are, the music of. all 
the world. Caruso, Home»> Galli- 
Curci, McCormack, Mclba, Scotti, 


Farrar, Schumann-Heink, Tetraz- 
zini, 
De 
Luca, 
Rachmaninoff, 


Heifetz, Lander, and.a host 
of. 


others make records for. the Victor, 
which is •, not due to coincidence, 
but to deliberate choice. To own 
a Victrola is to enjoy a lifelong 
association with these great artists 
who represent, only the highest 
and best in nulsic. 


.It will be a pleasure to play your favorite music any time. • Come in now 
and select your VICTROLA for Christmas. 


We will hold your VICTROLA until Christmas, if you desire, 'but MAKE 
YOUR SELECTION NOW while the stock is complete/, 
' 
' 


Easy Payment Plan If YbU Desire 


I 
i 
I 


I 
. 


SAM CHURCH DRUG STORE 


West Side 
Corner Grand and 3rd Avenues 


: | 


i 


«£3 
?&&&Sf^?2fi&Sei£<S£fS£ 


"Wear-Ever" Christinas 


What is there that makes a move appiopiiatc gift to 


.mother, sister or sweetheart thaji a nice silveiy piece 


of the famous "Wear-Ever" aluminum. A "Wear- 


Ever Remembrance will put last'all others. Tomor- 


row is the last day Miss Rosenquist will have charge 


of our "Wear-Ever."-Department. Let her aid you 


in selecting some desirable Christmas gifl.\ 


YOUR LAST CHANCE 


Tomorrow is your last 
chance to get this $1.20 
"Wcar-Eever" I'/, quart 
double lipped sauce pan 
For Only 93c 


and this coupon if re- 


deemed at our .store to- 


IIKUTOW December 4th, 
1920. 
• 
' 


| 


j 


j 


j 
I 


Clip This Coupon QS^ 


Only one pan to a customer. No 'phone or mail 


orders. 


NASH HARDWARE GO, 


Wisconsin Rapids, Wis, 


This coupon 
entitles holder U 
lar $1.20 "Wear 
quart double lipped 
pan if 
on or 


. 
: I 
* 
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Special Announcement! 


«-» 


Effective Next Sunday, Dec. 5th 


The Price of 


Chicago 


Sunday Tribune 


In This Territory 


Will Be REDUCED to 


P 
NO MORE 


The Chicago Tribune has just moved into the biggest and finest newspaper plant 
in America—more presses, new machinery, gieater speed. A year ago the limi- 
tations of our old plant compelled us to increase the price of The Chicago Sunday 
Tribune in this territory to restuct sales. We uiged you to borrow a Tribune be- 
cause we could not supply the demand. 


Our new plant and greater facilities remove the necessity for the larger price. We 
do not profiteer. Therefore, beginning next Sunday, Dec. 5th, the price of the 
Chicago Sunday Tribune in this territory will be ieduced to lOc. Pay no more! 


And, with larger and better facilities, The Chicago Sunday Tribune is now bigger 
and better than ever. 


A big 24-PAGE PICTORIAL MAGAZINE in rotogravme tints is given FREE with 
every copy of the Chicago Sunday Tribune. 
The Chicago Tribune is the only 


Chicago 'newspaper which contains a Rotogravure Pictorial Magazine. In it yo 
will find the world's events in pictures. Don't rniss this big feature. Get it FREh 
with next Sunday's Chicago Sunday Tribune. Order in advance from your news- 
dealer. 
1 Oc. 
*" 


Get the Big Pictorial Rotogravure Magazine F R E E with Next Sunday's 


UNDAY TRIBUNE 


The World's Greatest Newspaper 


\ 


M. C. WOLT, Distributor, West Side. 
M. C. GOEGHAN, Distributor, East Side 


SPAPFRI 
SPAPFRI 
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Special Announcement! 


>• 


Effective Next Sunday, Dec. 5th 


The Price of 


The Chicago 


Sunday Tribune 


In This Territory 


Will Be REDUCED to 


PAY NO MORE 


The Chicago Tribune has just moved into the biggest and finest newspaper plant 
And, with larger and better facilities, The Chicago Sunday Tribune is now bigger 


in America—more presses, new machinery, greater speed.. A year ago the limi- 
and better than ever. 


tations of our old plant compelled us to increase the price of The Chicago Sunday 
. . . 9/t DA P r nirrnoiM MAP \7tMtr- 
t 
.-• i • • 
rorc 
-it 


Tribune in this territory to restrict sales. We urged you to borrow a Tribune be- 
A ^ 24'PA^ P™RIAQL ^AGAZ NE in ^l™e Uneven FREE wi h 


cause we could not supply the demand. 
< ^ ^ df the Clllc, a§° Sunday Tn.b"nC- 
Th° 5*™$*, .Vlbun.e IS !he °nly 


Lnicago 'newspaper which contains a Kotogravure rictonal Magazine. 
In it you 


Our new plant and greater facilities remove the necessity for the larger price. We 
\Vill find' the world's events in pictures. Don't miss this big feature. GetitFREh. 


do not profiteer. Therefore, beginning next Sunday, Dec. 5lh, the price of the 
with next Sunday's Chicago Sunday Tribune. Order in advance from your news- 


Chicago Sunday Tribune in this territory will be reduced to lOc. Pay no more! 
dealer. 
lOc. 
^'"-i;, . 


Get the Big Pictorial Rotogravure Magazine F R E E with Next Sunday's 


CHICAGO SUNDAY TRIBUNE 


rite World's Greatest Hewspaper 


M. C. WOLT, Distributor, West Side. 
M. C. GOEGHAN, Distributor, East Side 
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CLASSIFIED ADVERTISING 


V 


Daily TriboK 
WAIT ADS 
Bruf Results 


Bated on five words to line. 


1 time 
7c'~per line 


8 times 
6c per line 


f times 
5c per line 


No ad taken for less than two lined 


or leas than 25c for one time. 


All classified ads strictly cash* in 


advance. 


To insure publication the day they 


are received, all classified advertise- 
ments must be in this office not 
later than 11:00 o'clock a. m. 


HELP WANTED 


WANTED—Girl for general work at 
hospital. 
ll-18tf 


WANTED—A woman to clean and 
wash. Regular days. Telephone 380. 


WANTED—Switchboard 
operator. 


One with typewriting experience pre- 
ferred. Address XYX care Tribune. 


11-20 


PREPARE NOW FOR Railway Mail 
Clerk, Post Office Clerk or Mail Car- 
rier positions. For information write 
Frank C. Pergande, 937 Bartlett Ave., 
Milwaukee, Wis. 
12-4 12-14 


WANTED—Men or women In Wis- 
consin Rapids for house to house ad- 
vertising. Salary guaranteed to right 
party. Write Calumet Garment Co., 
Calumet, Mich 
12-4 


WANTED 
: 


CHICKEN PICKERS 


Can use few beij'ch men, Jbut 
prefer to have string workers. 


Wages Gl/2 for picking. 


- Call or write to 
GEO. W. FREY & CO. 


Earlville, 111. 
ll-18tf 


WANTED 


Good Cook 


Good Wages 
1 


Steady Work 


Waukesha County Asylum 
L. A. Peters, Supt. 


Waukesha, Wis. 
ia-1-2-3-4-6-7 


WANTED 


Sheet Metal Workers 


For Ventilating Work 


Reference Required 


Steady Work 


CARSTENS BROTHERS 
Ackley, Iowa 
12-1-2-3-4-6 


FOB SALE 


FOR SALE—Well bred heifer calf. 
Call 950. 
12-4 


COW FOR SALE—Coming fresh' this 
week. Wm. LeMay, R. 2. w!2-2-9-16 


FOR SALE—Ford coupe, practically 
new. Many extras. W. J. Conway. 12-1 


FOR SALE—Several pairs Belgian 
hares. Call phone 88 after 5:30 p. m 
12-6 


FOR SALE—A team of horses, cheap 
if taken at once. ?125.00. Tel. 974. 


12-6 


FOR SALE CHEAP—One new gaso- 
line engine 1% h'orse power. Also one 
electric pump. Tel. 358. 
12-4 


FOR SALE—High grade 
manclQlm 


will be sold cheap. Also one sewing 
machine. 
W. F. Berdan. 


MISCELLANEOUS 


WANTED—Good second 
hand 
flat 


top desk. Write H. S. W. care Trib- 
une. 
ll-10tf 


WANTED TO BUY—Long Oak table 
Slate price wanted. Write H. A. B 
care Tribune. 
ll-10tf 


WANTED—Second hand dresser 01 
bureau. Donation or sale. Riverview 
Hospital. 
12-4 


WANTED—Positions 
in 
private 


homes by two young ladies. Call Trib- 
une refer to A B C. 
12-5 


WANTED TO BUY—One small safe 
Must be in good condition. Phone 261" 
Fisher & Co., Grand Ave. 
12-4 


IF YOU WANT TO BUY A HOME 


•ell or exchange your property, cal 
on or 'phone Geo. W. Lyons, 780 
Hale St. 'Phone Red 1016. 
8-10t 


LOST—One front Bumper Bar be 
tween W.sconsin Rapids and P 
Mile Creek. Return to Sch'ill Garage 


i 
• 
1 
1 *"> A 
anil receive rmvavrt. 
l-i-4 


RUMAGE SALE. 
Rumage sale opposite Witter 
Hotel, Saturday, December 4th 
at 9:00 o'clock. 'w!2-2—dll-2-3 


Subscribe for The Tribune now! 


Tribune Wants Bring Results. 
Of course, I read it in the Tribune. 


NOTICE 


Ladies of the M. E. 


church will hold a Christmas 
sale at the church parlors, Dec. 
8. 
Sale will begin at 12:30. 


W 


>OOOOOOOOOOOOOCXXXXXXX>OOOOOOOOOOOOOOOOOOO£ 
Cannel Coal 


For Your 


Fireplace 


The Daly Ice & Coal Co. has just received a. 


shipment of cannel coal ready for prompt de- 
livery today. 


Phone Your 
Order Now 


No. 933 


Cannel coal is steady burning, lasts long, is 


clean burning and produces no soot ancTlittle 


smoke. It is easily ignited. This is the first 


shipment received here in years. 
Order to 


insure your winter supply. 
Daly Ice & Coal 


Company 


'Phone 933 


Coke, Hard and Soft Coal 
Prompt Deliveries 


Toys 


OF ALL KINDS TO DE- 
LIGHT 
THE 
CHILDREN. 


BE SURE TO VISIT U& 
WHEN 
YOU 
DO 
YOUR 


XMAS 
SHOPPING 
AND 


WHEN YO UARE LOOKING 
FOR— 


Saturday Specials 


i 


IN GROCERIES AND DRY GOODS 


Light Percales, per yard 
- . . . . ISc 


Ginghams, per yard 
25c 


Light and Dark Percales 
25c 


Men's Work Shirts, each 
75c 


Men's Sweater Coats, each 
$1.35 


GROCERIES 


Santa Claus Soap, 6 bars 
25c 


White Borax, 5 bars 
25c 


Peas per can 
9c 


Corn per can 
12c 


Large package Vanity Oatmeal 
• 30c 


Popcorn per pound 
lOc 


Carnation Milk per can 
12 '/2 c 


Ginger Ale, per bottle 
25c 


Silver Buckle Tomatoes, per dozen cans 
$2.50 


Golden Age Macaroni per package 
6c 


R. L. Washing Powder, 3 packages 
25c 


W. G. Henke Co. 


Groceries, Flour and Notions 


Telephone 418 


Fancy articles, aprons, fruit sale, 


unch will be served. 


WOULD PENSION OLD 


STATE EMPLOYES 


RETIRING AGED BRINGS HARD- 


SHIP COMMITTEE STATES 


Madison, Wis., Dec. 3—Pensions for 


State employees who have stayed with 
:he service, will be asked of the leg- 
slature by a committee headed by 
Charles McCarthy head of the legisla- 
tive library. There is at present no 
method of compensating 
those who 


lave been in state employ until they 
have passed the age when they are 
efficient. 


The purpose of the legislation would 


)e largely to provide state aid for 
;hose who have served the state, and 
:o open a means by which' older men 
could be replaced by younger 
and 


nore efficient workers without caus- 
ng hardship. It is felt that a liberal 
pension system would do much 
to 


promote civil service. 


The committee working on the pro- 


posed legislation is made up of Dr. 
Charles McCarthy, chaii-man, Justice 
Marvin B. Rosenberry, of the 
Su- 


preme Court of Wisconsin, Platt 


—One lot of small size dresses in 


wool and silk, values up to $25.00, 
while they last at f$10.00. I. E. Wilcox, 
201 4th Ave. S. 


—Wonderfully pretty new wool and 


silk dresses at $18.75, sizes 16 to 46. 
I. E. Wilcox, 201 4th Ave. S. 


Whitman, insurance commissioner, J. 
B. Borden, assistant secretary of the) 
Board of Education, E. E. Witte, sec-i 
retary of the industrial commission, J 
Miss Maud Neprud of the Board of! 
Control, Miss Caroline Kuntz of thej 
Tax Commission, B. A. Kiekhofer, | 
secretary of the Board of Public Af- 
fairs, and John A. Hazelwood, secre- 
tary of the Civil Service Commission. 


Each member of the committee has 


been assigned a particular aspect of 
the pension question to 
study and 


th'eir findings will be incorporated in 
a bill after they have been corrolated. 
At present an effort is being! made to 
gather, data upon which to base rec- 
ommendations. 


Portage County Farmer 


Kills Self With Gun 


DESPONDENT MAN BLOWS OUT 


BRAINS IN SPITE OF 


RELATIVES PROTESTS 


Joseph Triebler, age 42 years, of 


the town of Belmont, Portage County 
committed suicide by blowing out his 
brains. The man was said to be des- 
pondent over his wife's illness, the 
latter beinc, in a Chicago hospital. 


Treibler's wife's sister has been 


keeping house for him during the ab- 
sence of his wife. When he started 
from the house to the bam shotgun 
in hand, she attempted to stop him 
and discourage what she believed to 
be his plans. He is reported to have 
told her to go back to the house or he 
would shoot. 


The man walked into the barn, re- 


PEOPLES CASH 
Sf CARRY STORE I 
The place where you can buy groceries at money saving ^ 
prices. 
' 
$ 
——==——=—= s 


Week-end Grocery Specials 


Hebe Milk, tall, per can 
10c 


Hebe Milk, small, per can 
- . . . 5c 


Libby's Milk, tall, 2 cans . . -. 
25c: 


Salmon, pink tall can 
15e 


Apples, per barrel, Baldwins extra fine quality .... $6.50 
EXTRA! SPECIAL, 49 lb. sack Gold Medai, per sack §2.70 
jEarly June Pe^s, ^per. .doz. cans r 
.J. 
a ..;... .90c 


Soap, Crystal White, closing out at 10 bars for 
59c 


10 pound pail syrup 
70c 


• 
We deliver to all parts of the city and give prompt service. 


>V 


Jos. Wheir, Prop. 


"Originators and Maintainers of Low Prices." 


GRAND AVE. 


'Phone 308 


moved one shoe and one sock, placed 
the shotgun in a position with the 
barrel pointing toward him i'^ad, and 
pulled the trigger. While thef-e'were 
no witnesses to the tragedy, it is be- 
lieved that he manipulated the tng- 
ker 
with his toe. 
Less1 than two 


weeks ago he was overheard to have 
commented on this method of suicide 
which was employed in a case he had 
heard of. 


WEST ALLIS HAS NEW 


$1,000,000 SCHOOL 


COUNCIL'S SUGGESTION TO IN- 


VESTIGATE EXPENSES VETO- 
ED BY MAYOR 


Milwaukee, Wis., Dec. 3—Investiga- 


tion of the 
expenditures made in 


Erecting the West Allis High School 
which was estimated at $400,000 but 
which it is said has already cost near- 
ly $1,000,000 was ordered by the com- 
mon council there recently, but the 
move was vetoed by the major and 
the aldermen failed to overrule the 
veto. The new school building, it is 
said has 
victrolas, 
elegant 
desks, 


blackboards which aie said to have 
cost more than $1000 and many other 
'•novelties." 


FARMERS AND 


LAWYERS RUN 


LEGISLATURE 


TILLERS OF SOIL RULE IN AS- 


SEMBLY AND LEGAL PROFES- 
SION IX SENATE; REPRESENT 
MANY OCCUPATIONS 


RABBIT HUNTER LOSES ARM 
Stevens Point, Wis.—While rabbit 


hunting a. few miles east of this city, 
Fred Haas, Jr., age 23 and married, 
accidently dischaiged his automatic 
shot gun, the shot entering his arm 
and multilating it so badly it \vas 
necessary to amputate above the el- 
bow. 
Despite the severe nature of 


his injuries, Haas walked a quarter 
of a mile through the woods to a 
farmhouse. 
Three companions were 


with him. 


As A 
Registered 
Optometrist 


having 
qualified 
before 
the 


State Board of Optometry to 
practice— 


I offer niy services to all who 


may need Glasses 
to 
restore 


standard vision to the eyes. 


May I help you? 
U. S. Bri 


Optomcrtrist—Optician. 


Grand Ave. 


Wisconsin Rapids, "Wis. 


Madison, Wis., Dec. 3—Farmers 


will control the assembly of Wiscon- 
sin's legislature this year, with lawy- 
ers numerically ahead in the senate. 
Record.-, in the office of the secretary 
of state show that 44 out of 100 aa- 
semblymen ave engaged in agriculture 
and that 8 out of 33 senators are 
practicing law. There are ten lawyei's 
in the assembly and five farmers in 
the senate. 


Occupation Represented 


A totel for 148 occupations are rep- 


resented by the 133 legislators. Two 
are farmer-lawyers, others are manu- 
factuier-farmers, merchant-mechanics 
and fisherman-farmers. Farmers fill 
44 out of the 156 occupations repre- 
=ented in the assembly, and lawyers 
only 8 out of 42 in the senate, where 
the division between occupations is 
more even. 


The political complexion of the leg- 


is! auae is shown by 27 republican 
senators out of 33 and 92 republican 
assemblymen out of 100. There are 
two democrats in each branch, with 4 
socialists in the senate and six in the 
assembly. The new members failed to 
class themselves in most instances as 
progressive or legular republican- 
Two registered as farmer-laboivre- 
publicans. 


The senate has one auctioneer, one 


cheesemaker, four manufacturers, and 
one civil service examiner on its rolls, 
where the assembly has none. 


Have One Fisherman 


The assembly has two clerks, one 


architect, three, corporation 
officials, 


one fisherman, one hotel keeper and 
one livetsock buyer while none of 
these occupations .are represented in 
the senate. 


Eight bankers will be in the coming 


legislature, four in. each branch, a 
doctor in each branch; eleven mechan- 
ics, seven in the assembly and four in 
the senate; nine merchants, seven in 
the assembly and two in the senate; 
<=ix real-estate dealers, four in the as- 
sembly and two in the senate; five 
lumbermen, four in the assembly and 
one in the senate; and eight retired 
workers, six in the assembly and two 
in the senate. Four journalists are 
evenly divided. 
Insurance men and 


salesmen are also represented. 


A CHRISTMAS GIFT THAT 


CAN BE USED NEXT SUM- 


MER AND ALL Y E A R 


AROUND, 


Don't Hibernate 


Your Camera 


Just Because 


of Winter-- 


Keep it loaded, for you are liable any morn- 


ing to find old Jack Frost has worked some 
wonders during the nighf, and you will want a 
picture of it. 


Then, too, indoor gatherings; take a flash- 


light of your friends that drop in. 
Skating 


or coasting; ; m fact you will find as many 
uses for your Camera as in Summer. So dcm't 
think your Camera a dead one 'Until next 
Summer. 


We have the films. Will do your develop- 


ing and printing promptly. 


UQDEL 
"Tl 
''Better Than ; ijcru.JBxipe<&ed 


» • 
v. . • • " 


WOULD EXTEND CIVIL 


SERVICE IN STATE 


SAYS APPOINTIVE OFFICES ARE 


CHIEFLY FILLED BY COMMIS- 
SION 


Madison, Wis., Dec. 
3—Extension 


of civil service to employees in the 
Banking Commission, the Governor's 
office and the Supreme Court will be 
asked of the legislature by the Civil 
Service 
Commission,, according 
to 


John A. Hazelwood, secretary. When 
tjiese employees have been added to 
the classified service •will have been 
extended to every state department. 


The classified service has come 


gradually to include almost all em- 
ployees of the State, Mr. Hazelwood 
said. 
JNlost department heads 
who 


have authority to appoint one steno- 
grapher have come to the commission 
to have this appointive position filled, 
it was said. 


COMMITTEE WORKING 


ON TORRENS SYSTEM 


NEW 
LAND 
REGISTRATION 


METHOD TO BE PROPOSED FOR 
ADOPTION 


Madison, Wis., Dec. 3—The legisla- 


tive committee on land 
registration 


has been meeting in the capitol dur- 
ing the past week prepaiatory to 
foinrulating recommendations to the 
legislature. 
The Torrens system of 


registration is under consideration, 
but no announcement on the findings 
of the committee has been made pub- 
lic. 


Under the proposed Tori ens sys- 


tem, parties to a land transfer would 
notify the court, and after due time 
all interested parties would 
hold a 


legal trial to determine the title. The 
court would then vest the title in the 
applicant if the proceedings had war- 
ranted. 


Uncertainty of title and the possi- 


bility of ensuing litigation would be 


j clone away with under this, system, it 


is said. The court action would abso- 
lutely clear the title. 


TCQUITY SELECTS OKFICEU. 


(By Associated Press) 


Milwaukee, Dec. 3—L. E. Living- 


stone was elected vice-president ot 
[the Equity Society over F. L,. Me- 


I Gowen on /the count >vhich 
Linvingstono 
187% votes. 


^ and 
McGowen 


GOVEUXOUS ADJOUKN". 


Harmburg, Pa., Doc. 3—Without 


i announcing tho state capital select- 
led ifor the next year's meeting, tho 
I conference o£ governors conclmlfTt 
''its meeting and entrained to Phil- 
adelphia to bo the city's gucntrf tho 
'icmaindcr ot the day. 


,'SPAPO.r 


WISCONSIN 1U1DB DAllX XUBUNI FRIDAY, DECCMBEB 3, 
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7 


VilTIIS 
Iragtodb 


••Ml w «Te words to lio*. 


1 ttaM..... 
7<?per line 


t tiJM«.... 
6c per line 


*ti»tf.. 
Be per liae 


No *d Uk*a (or IOM thia two li 


er IN* UIM 26e for OM tine. 


AU eUnited ad» strictly cart in 


RUMAGE SALE. 
Rumage sate opposite Witter 
oUCSatwxtajr, PewmNr 4t|i 
at 9:00 o'clock; w!2-2—dl 1-2-3 


Subscribe for The Tribuue uow! 


Tribune W»»U Brinj Ketultf. 
Of course, I read it in the Tribune. 


NOTICE 


Ufes W the M. E. 


church will toU a Christaus 
sale at the church partora, Dec. 
8. Safe will begii at 12:30. 


To tour* publication the day tb*y 


an received, all eluufied advertise- 
ment* most be in thir offic* not 
later thaa 11:00 o'clock a. m. 


HBLT WANTED 


WANTED-Girl for B«ner»i work at 
hospital. . 
11-lStf 


WANTED—A woman to cican and 
wash. Regular days. Telephone 380. 


WANTED—Switchboard 
operator. 


One with typewriting experience prc 
ferred. Address XYX care Tribune. 


11-20 


PREPARE NOW FOR Railway Mail 
Clerk, Post Office Clerk or Mail Car- 
rier positions. For Information write 
Frank C. Pergandc, 937 Bartlctt Ave., 
Milwaukee, Wis. 
12-4 12-14 


WANTED—Men or women in Wis- 
consin Rapids for house to house ad- 
vertising. Salary guaranteed to right 
party. Write Calumet Garment Co., 
Calumet, Mich 
12-4 


WANTED 


CHICKEN PICKERS 


Can use few beinch men, jbut 
prefer to have string workers. 


Wages 6»/2 for picking. 
' Call or write to 
GEO. W. FREY & CO. 


Earlville, 111. 


ll-18tf 


WANTED 


Good Cook 


Good Wages 
•:• 


Steady Work 


Waukesha. County Asylum 
L. A. Peters, Supt. 


Wuukesha, Wis. 
12-1-2-3-4-6-7 


WANTED 


Sheet Metal Workers 


For Ventilating Work 


Reference Required 


Steady Work 


.CARSTENS BROTHERS 


Ackley, Iowa 
12-1-2-3-4-6 


FOB 8ALB 


FOR SALE—Well bred 
Call 950. 


heifer 
calf. 


12-4 


COW FOR SALE—Coming fresh1 this 


• week. Wm. LeMay, R. 2. wl2-2-9-16 


FOR SALE—Ford coupe, practically 
hew. Many extras. W; J. Conway. 12-1 


FOR SALE—Several pairs Belgian 
hares. Call phone 88 after 5:30 pi in. 


12-6 


FOR SALE—A team of horses, cheap 
if taken at once. $125.00: Tel. 974. 


12-6 


FOR SALE CHEAP—One new gaso 
line engine 1% h'orse power. Also on 
electric pump. Tel. 358. 
12-4 


FOR SALE—High grade 
riiandn.!! 


will be sold cheap. Also one sewin 
machine. 
W. F. Bcrdan. 


MISCELLANEOUS 


WANTED—Good second 
hand 
fiat 


top desk. Write H. S. W. care Trib- 
une. 
ll-10tf 


WANTED TO BUY—Long Oak table. 
State price wanted. Write H. A. B. 
care Tribune. 
ll-10tf 


WANTED—Second hand dresser or 
bureau. Donation or sale. Riverview 
Hospital. 
12-4 


WANTED—Positions 
in 
private 


homes by two young ladies. Call Trib- 
une refer to A B C. 
12-5 


WANTED TO BUY—One small safe. 
Must be in good condition. Phone 267 
Fisher & Co., Grand Ave. 12-4 


IF YOU WANT TO BUT A HOME 


tell or exchange your property, call 
on or 'phone Oeo. W. Lyons, 780 
Bale St. 'Phone Red 1016. 
8-10H 


LOST—One front Bumper Bar be- 
tween W.sconsin 
Rapids 
and Five 


Mile Creek. Return to Schill. Garage 
and receive reword. 
12-4 


Cannel Coal 
For Your 


ace 


The Daly Ice & Coal Co. has just received a 


shipment of cannel coal ready for prompt de- 


livery today. 


Phone Your 
Order Now 


No. 933 


Cannel coal is steady burning, lasts long, is 


clean burning and produces no soot and little 


smoke. -It is easily ignited.,,,This is the first 


shipment received here in years. Order to 


insure your winter supply. 
Daly Ice & Coal 


FJUKA articles, »ft9*s, fruit sate, 


will be 


—One lot of small size dresses in 


wool and silk, values up to $25.00, 
while they last at ^10.00. I. E. Wilcox, 
201 4th Ave. S. 


—Wonderfully pretty new wool and 


silk dresses at |1?.75, sizes 16 to 46. 
1. E. Wilcox, 201 4th Ave. S, 


WOULD PENSION OLD 


STATE EMPLOYES 


RETIRING AGED BRINGS HARD- 


SHIP COMMITTEE STATES 


Madison, Wis., Dec. 3—Pensions foi 


State cn'iployecs who have stayed with 
the service, will be asked of the leg- 
islature by a committee headed by 
Charles McCarthy head of the legisla- 
tive library. There is at present no 
method of compensating those who 
have been in state employ until th'ej 
have passed the age when they are 
cflicient. 


The purpose of the legislation wouh 


be largely to provide state aid fo 
those who have served the state, ant 
to open a means by which' older men 
could be replaced by 
younger 
un 


more cflicient workers without caus 
ing hardship. It is felt that a libera 
pension system would do much 
t 


promote civil service. 


The committee working on the pro 


posed legislation is made up of D 
Charles McCarthy, chairman, Justic 
Marvin H. Rosehbcrry, of the, Su 
prcrrie Court of Wisconsin, Plat 


Ybitmaja, iniuraw* commissioner, J.inioutl t>n'e shoe and one sort:, placed 
I, Borden, assistant secretary of the j the shotgun in a position with the 
ioard of Education, E, B, WHte, sec-, barrel pointing toward hjui i^j, and 
retary of the industrial commission, J pulled the trigger. While there" were1 
liss Maud Neprud of the Board of; no witnesses to '.he tragedy, it is be- 
Control, Miss Caroline Kuntz of the!lieved that he manipulated the trig- 


Commission, B. A. Kiekhofer.i ker with his toe. Less1 than two 


secretary of the Board of Public Af-j weeks ago he was overheard to have 
'airs, and John A. Hazelwood, secre- j commented on this method of suicide 
ary of the Civil Service Commission, j which was employed in a case he liad 


Each member of the committee has j heard of. 


>een assigned a particular aspect of] 
he pension question to 
study 
and| 


their findings will be incorporated in 
a bill after they have been correlated. 
At present an effort is being made to 
gather- data upon which to base rec- 
immendations. 


FARMERSAND 


LAWYERS RUN 


LEGISLATURE 


Portage County Fanner 


KiUs Self With Gun 


DESPONDENT MAN BLOWS OUT 


BIIA1NS IN SPITE OF 


RELATIVES PROTESTS 


WEST ALLIS HAS NEW 


$1,000,000 SCHOOL 


COUNCIL'S SUGGESTION TO IN- 


VESTIGATE EXPENSES VETO- 
ED BY MAYOK 


TILLERS OF SOIL RULE IN' 
AS- 


SEMBLY AND LEGAL PROFES- 
SION IX SENATE; REPRESENT 
MANY OCCUPATIONS 


Joseph Trieblcr, age 42 years, of 


the I own of Belmont, Portage County 
committed suicide by blowing out his 
brains. The man was said to be des- 
pondent over his wife's illness, the 
latter beinK in a Chicago hospital. 


Trcibler's wife's sister has been 


keeping house for him during the ab- 
sence of his wife. 
When he started 


from the house to the barn shotgun 
in hand, she attempted to stop him 
and discourage what she believed to 
be his plans. He is reported to have 
told her to go back to the house or he 
would shoot. 


The man walked into the barn, re- 


Milwaukee, Wis., Dec. '1—Investiga- 


tion of the 
expenditures made 
in 


Erecting the West Allis High School 
which was estimated at $400,000 but 
which it is said has already cost near- 
ly $1,000,000 was ordered by the com- 
mon council there recently, but the 
move was vetoed hy the niayor and 
the aldermen failed to overrule th'e 
veto. The new school building, it is 
said has 
victrolas, 
elegant 
desks, 


blackboards which are said to have 
cost more than $1000 and many other 
"novelties." 


'Phone 933 


Coke, Hard and Soft Coal Prompt Deliveries 


H^ 


PEOPLES CASH 


CARRY STORE 


nJABHlT HUNTER LOSES AUM 


Stevens Point, Wis.—While rabbU 


hunting a few miles east of this city, 
Krai Haas, Jr., age 23 and married, 
accidcntly discharged his automatic 
shot gun, the shot entering his arm 
and multilating it so badly it was 
necessary to amputate above the el- 
bow. 
Despite the severe nature of 


his injuries, Haus walked a quarter 
of a mile through the woods to a 
farmhouse. 
Three companibns were 


with him. 


The .place where you can buy groceries at money saving 
prices. 
' ' . 
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Week-end Grocery Specials 
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Hebe Milk, tall, per can 
.......................... 
10c 


Hebe Milk, small, per can 
............. 
........ 
• . . . 5c 


Libby's Milk, tall, 2 cans ..'..' ..... :. 
: . 
............ 
'. . 25c, 


Salmon, pink tall can 
............................ 
15c 


Apples, per barrel, Baldwins extra fine quality ---- $6.50 


'EXTRA' SPECIAL, 49 Ib. sack Gold Medal, per sack $2.70 - 
1 


_ 
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\ :,Eai:ly June Pels; pet.doz. cans 4^. • # ...... 5 • •!• • • -90c. 
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Soap, Crystal White, closing oiit at 10 bars for ...... 59c 


10 pound pail syrup 
................. 
. 
........... 
70c 


'):'•• 
• 
' 
' 
- 
. 
' 


We deliver to all parts of the city and give prompt service. 


'."-.'*, ' 
'.• 
i 
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T py 


OF ALL KINDS TO DEi 


LIGHT 
THE 
CHILDREN. 


KE SURE TO VISIT US 


WHEN 
YOU 
DO 
YOUR 


XMAS 
SHOPPING 
AND 


WHEN YO UARE LOOKING 


FOR— 


Saturday Specials 


IN GROCERIES AND DRY GOODS 


Light Percalesj per yard 
." 
• 
18c 


Ginghams, per yard 
25c 


Light and Dark Percales 
25c 


Men's Work Shirts, each . 
' 
75e 


Men's Sweater Coats, each 
$1.35 


GROCERIES 


Saiita Clans Soap, G bars 
'. 
2oc 


White Borax, B bars 
25c 


Peas per can ...... 
9c 


Corn per can 
12c 


Large package Vanity Oatincal 
• 30c 


Popcorn per pound 
lOc 


Carnation Milk per can 
12 Yz c 


Ginger Ale, per bottle 
'. 
25c 


Silver Buckle Tomatoes, per dozen cans 
$2.50 


Golden Age Macaroni per package 
.- 
6c 


R. L. Washing Powder, 3 packages 
25c 


W. G. Henke Co, 


Groceries, Flour and Notions 


Telephone 418 


Jos. 
, Prop. 


"Originators and Maihtainers of Low Prices." 


, £:..' 
GRAND AVE. 


'Phone 308 


As A 
Registered 
Optometrist 


having 
qualiued 
before 
the 


Stnte Board of Optometry, to 
practice— 


I otter my services to all who 


may need Glasses to restore 
standard vision to the eyes. 


May I help you? 
l),S,Briggs 


Optoinerti-ist—Optician. 


Grand Ave. 


Wisconsin Rapids, Wis. 


Madison, Wis., Dec. 3—Farmers 


will control the assembly of Wiscon- 
sin's legislature this year, with lawy- 
ers numerically ahead in the senate. 
Records in the office of the secretary 
of state show that 44 out of 100 as- 
semblymen ave engaged in agriculture 
and that 8 out of 33 senators 
are 


practicing law. There arc ten lawyers 
in the assembly and five fanners in 
tho Senate. 


Occupation Represented 


A totel for 148 occupations are rep- 


resented by the 133 legislator?. Two 
are farmer-lawyers, others are manu- 
facturer-farmers, merchant-mechanics 
and fisherman-farmers:, farmers fill 
44 out of the 156 occupations repre- 
sented in the assembly, and lawyers 
only 8 out of 42 in-tho senate, where 
the division between occupations is 
more even. 


Tim political complexion of the leg- 


islature is shown by 
27 republican 


senators out of 33 and 92 republican 
assemblymen out of 100. There are 
two democrats in each branch, with 4 
socialists in the senate and six in the 
assembly. The new members failed to 
class themselves in most instances as 
progressive 
or 
regular republican. 


Two registered as 
farmer-labor-re- 


publicans. 


The senate has one, auctioneer, one 


ch'cesemaker, four manufacturers, and 
one civil service examiner on its rolls, 
where the assembly hasiiione. 


Have One Fisherman 


The assembly has two clerks, one 


architect, three, corporation oflicials, 
one fisherman, one hotel keeper and 
one livclsock buyer while hone of 
these occupations .are represented in 
th'e senate. 


Eight bankers will he in the 'coming 


legislature, four in each 
branch, a 


doctor in each branch; eleven median- 
ibs, seven in the assembly and foiir in 
the senate; nine merchants, Seven in 
Ihe assembly ami two in the senate; 
six real-estate dealers, four in the as- 
sembly and two in the senate; five 
lumbermen, four in the assembly and 
one in the senate; and eight retired 
workers, six in the assembly and two 
in the senate. Four journalists 
are 


evenly divided. 
Insurance, men and 


salesmen are also represented. , 


WOULD EXTEND CIVIL 


SERVICE IN STATE 


A CHRISTMAS GIFT THAT 


CAN BE USED NEXT'.SUM-; 


MER AND ALL Y E A R 


AROUND, 


SAYS APPOINTIVE OFFICES ARE 


CHIEFLY FILLED BY COMMIS. 
SIGN 


Madison, Wis., Dec. . 3—Extension 


of'civil'service to employees . in the 
Banking Commission, the Governor's 
office arid the Supreme Court will be 
asked of th'e legislature by the Civil 
Service' Commission,, accenting 
to 


'John A. Hazelwood, secretary. When 
t.hese employees have been added to 
the classified service, will have been 
extended to every .stale department. 


The classified service has 
come 


gradually to include almost all 
em- 


ployees of the State, Mr. Hazelwpotl' 
said. 
Mo.st department he.ids who 


have authority to appoint one-steno- 
grapher have, come to the commission 
to have.this appointive position filled, 
it was.said. 


COMMITTEE WORKING 


ON TORRENS SYSTEM 


Don't Hibernate 


\our Camera 


Just Because 


of Winter-- 


Keep it loaded, for you are liable any morn- 


ing to frrid old Jack Frost has Worked some 
wonders during the night", and you will want a 
picture of it. 


Then, too, indoor gatherings; take a"flash- 


light of your friends that drop in. Skating 
or coasting; ; in .fact you will find as many 
uses for your Camera as in Summer. So dan'I 
think your Camera a dead one omtil ncxi 
Summer. . .. 


We have the films. Will do your develop- 


ing and printing promptly. 


NEW 
LAND 
REGISTRATION 


METHOD TO BE PROPOSED FOR 
ADOPTION 


Madison, Wis., Dec. 3—The legisla- 


tive committee on land registration 
has been meeting in the capitol (lur- 
ing the past week 
preparatory 
to 


formulating recommendations to the 
legislature. 
The Tori-ens system of 


registration is under 
consideration, 


bul no announcement'on the findings 
of tho committee has been made pub- 
lic. 


Under life proposed Tori-ens sys- 


tem, parties to a land transfer would 
notify the court, and after due time 
all interested parties would 
hold a 


legal trial to determine the title. The 
court would then vest the title in the 
applicant if the proceedings had" war- 
ranted. 


Uncertainty of title'and Ihe possi- 


bility of ensuing litigation would be 
done away with under this syslein, it 
is said. The court action would abso- 
lulely clear the title. 


SKUiCTS 


(By Associated Press) 


Milwaukee, Dec. 3—L,. E. Living- 


stone was elected vice-president o£ 
the Kquity Society over F. L. Mc- 
Ctowen on (the count jvhich gavoj 
Ltnvingstono 985'/i and McOoweu 
157% voles. 


GOVUKXORS ADJOUHX. 


Jlarrisburg. Pa., Dec. 3—Without 


{announcing the stale capital sclent- 
led Jor thn next year's meeting, Iho 
j conference ot governors conchirtCt 
;'its meeting ami untrained lo F'lill- 
i filletphia lo bo the city's gucslij Iho 
'remainder o[ the day. 


v 
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i 
SOCIETY EVENTS 
I 
<«. 
1 


Club Meeting— 


The members of the Historical and 


Literary Club met Thursday evening 
at the home of Mrs. Edward Hougen, 
Fifth street north, when the regular 
-rogram was carried out 
Mrs. Har- 


riet Hougen was leade of the lesson. 
* * » 


Sntetained Club— 


The Wednesday Club were guests 


of Mr. and Mrs. O. Roenius, Tluns- 
day evening' at a four course six 


Jock dinner. The home and table 


were beautifully decorated with pink 
,nd white chrysanthemums. Foliow- 
ng dinner several games of auction 
Bridge were enjoyed two tables bc- 
ng used for playing. High score was 
":eld by Mrs. C. E. Normingtoii. 


This was one of the many pleasant 


ocial events of the week. 


¥ 
* 
* 


"ntertained Pupils— 


.'he Juniors and Senior Pupils of 
Wood County Normal who attend- 


~ the school the past year, enter- 


ned the pupils who have entered 


school this year, at a very de- 


lightful paity at the school building 
thursday 
to which about seventy 


•ere present and all joined in and 
••njoyed the games of all sorts which 


"re played. 
County Agiicultural 


Agent R. A. Peterson and his bride 


re the guests of honor. 
V delicious plate lunch was served 
'"h was prepared by the gn-ls of 


school. Mr. Peterson entertain- 


ad the company with several fine 


1 selections. 


event was one of the jolliest 


happiest of the week on the so- 
•alendar. 


head of the entertainment committee 
and the Senior advisors, Mr, Pile, 
Miss Bradford, Miss Palmer and Miss 
Eichinger, have charge of the affair. 
It it, held in the music room from 
four to nine-thirty. The party is the 
first of the series of class entertain- 
ments 
to be held throughout the 


ear. Each class is to have one after- 
noontand one evensMC party. 


PERSONAL ^NTION 


Miss Helen Sommers of Milwaukee 


leturned to her home in Milwaukee 
the first of the week after hpendmg 


Dec. 3—Elks Memorial Services. 
Dep. C—Daly's Theater—Communi- 


ty 
Entertainment — Metropolitan 


orchestra. 


Dec 7—Missionary society of First 


Moravian church will hold sale. 


Dec. 8—Ladies 
Aid 
of 
M. E. 


Church will hold Christinas sale at 
church parlors. 


Dec. 8—Ideal Theater—Clara Kjm- 


ball Young in "For the Heart of 
Raphaol." 


Dec. 10—Elks Sunrise Ball. 


2OOOOOOOOOOOOOOOOOOOOOOC 


PALACE TONIGHT, Prices IQc-20c 


•I 


THHKI; 
i\ romc. 


Thanksgiving and the week end with'*10 
her 


,(By Associated Press) 


London, Dec 
Jj—Three civilians 


oitecl to h<no been shot to 


Sister Georgia, at the con-j£ealh, ll"s ''^f»°°» 
«* 
Bander, 


vent and Mrs. Lorincla Blown on 2nd C, 
,y 
' fo lowins a? ambu«»h 
g£ g 
* 
j of police, says the central news of 


I Dublin correspondent. 
The 
police 


Mrs. Charles Baldwin and Mrs,. Er-[escaped without a casualty lie says, 


nest Otto of Appleton, aie visiting at i 
the home of Mrs. N. Beiland, Baker 
St. 


N. M. Weeks is transacting business 


in Milwaukee this week. 


Zntertained Club— 


Mrs. F. F. Mengel, Second Avenue 


".outh, entertained the members of the 
Wednesday club and a few invited 
guests at her home Thursday 
after- 


cun. Four tables were in use for 
iction bridge. At the close of the af- 


ternoon's games Mrs. Mary 
Reiland 


hel'd high score for the club. Mrs. R. 
L. !iattell was presented with a guest 


r ze A very delightful afternoon was 


enjoyed by the ladies. 
* * •« * 


•nual Meeting— 


, The W. Y. L,. S. Society of the 


"est Side Lutheran Church held a 
egnlar annual meeting in the church 
irfors, Wednesday evening when the 
" blowing officers were elected for 
"ie ensuing year: 


President—Helen Smith. 
t'ice-Pres.—Minnie Bealer. 
Secretary— Arthur Wittenberg. 
Treasurer—Viola Pagels. 
At the close of the meeting dainty 


refreshments were served and a so- 
cial hour enjoyed. 
* * * » 


Bridge Party— 
„-. - 


Mrs. A. Madsen, 
Fouith 
street 


south was a Thursday hostess to the 
M. M. M. Club at auction bridge 
Three tables were used, Mrs. Eric 
Karberk holding high score. This 
was one of the enjoyable informal 
affairs of the ueek. 
* * r 


Ertertained Club— 


The members of the 0. W. W. Club 


•wtere very pleasantly entertained 
fliursday evening at the home of 
Miss Mabe] Gross, Se\enth Avenue 
north. 
The young ladies spent the 


avening doing all sorts of fancy work. 
Vt a late hour Miss Gross served de- 
Tcious refreshments aftei which the 
•quests repaired to their homes after 
i pleasant social evening. 


x 
•* 
S 


^ntertained Club— 


Miss Maurine Butcher, Witter St, 


ontertained the members of the Sun- 
r'se Club at a regular business meet- 
ing Thursday. 
Final arrangements 


for the Charity Ball were perfected 
and all committees -will commence 
their duties at once 
* 
* # 


Entertained Club— 


Mrs. J. W. Nash, Fieemont street 


•"as a Thursday hostess to the O. D. 
O. Sewing Club. 
The ladies spent 
^ afternoon in sewing and at five 


o'clock Mrs. Nash served delicious re- 
reshments. 
This was one of the 


'eek's pleasant social events. 


* * * 
Yertained Faculty— 
The Senior Class entertained its 
iembeis and the faculty at a party 
his afternoon which will be continu- 
ed this evening. Margaret Bosseit as 


Prof. M. H. Jackson 
left 
Friday 


evening for Madii.cn to attend a state 
meeting of the 
principals of 
the 


Training Schools in Wi&consin. 


L W. Colbum transacted business 


in Marphheld and Stevens Point on 
Thui sclay. 


Dr. E. J. Claik of this city, Andiew 


Mosher of Trout Lake and Fiecl Wolf 
of Chicago formed a hunting paity at 
Tiout Lake Dr. Clark returned Mon- 
day evening with a 225 Ib. buck. The 
other membeis of the 
party 
each 


shooting a buck. 


Miss Estelle Wegel, who -was a 


house guest of Mrs. Myer Fudstem. 
GrarA Avenue, ha=; returned to 
her j 


home in 1'ond du Lac. 


Mrs Bert Nason, First Street N., 


was a Wednesday guest of friends in 
Wausau. 


Miss Regina Haumschiid, v,ho is 


employed at the Hotel Witter, return- 
ed Thursday from a three weeks' visit 
at her home in Pittsville. 


Mrs. E. Caswell of Vesper was a 


Thursday guest of friends in this city. 


Theodore Betz has resumed his du- 


ties at the Mott & Wood Creamery 
after an illness of a few days. 


E. F. U. ELECT OFFICERS 


At their meeting last evening the 


E F. U. elected the following officers 
for the coming year: 


Pi evident—U. S. Biiggs. 
Vice president—E. T. Bodette, Jr. 
Adviser—Mrs. W. L. Macaben. 
Inside 
Guard—Mrs. 
Josephine 


Hahner. 


Outride Guard—Walter Peterson. 
Secretary— Geo. T. Nixon. 
Treasuiev-—E'bert King 


Follow mg the meeting a dance 
held in the hall. 


BLIND YOUTH" 
'"" 


One of the biggest broadway successes in recent years. 
Splendidly done in photoplay form. Also 


Hail Room Boys in "ALMOST HEROES" 
And FORD EDUCATIONAL WEEKLY 


OOOOCOCXXXXXXXXXXXXXXJOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOO 


DALY'S THEATRE - SATURDAY, DEC, 4 


A GREAT DRAMATIC TREAT 


Curtain Will Rise at 8 O'clock Sharp. 


AUGUSTUS PITOU.INC. 


Attorney 7lu. 


Thursday ev 
tap to Green Bay. 


Goggins 
from a 


returned 
business 


LEST YOU FORGET 


Tonight 


Dance at Biron Community Hall. 
Ideal Theater—J. Warien Aerngan 


in "The Dream Cheatei." 


Palace Theater—"Blind Youth." 


Future Dates 


Dec. 
4—Rummage Sale opposite 


Hotel Witter. 


Dec. 4 — Daly's Theater — Fiske 


0'Hara-"Spnngtime in Mayo." 


Dec. 
4 — Congregational Ladies 


Aid will hold sale at Miller & Birk-I 
holtz Millinery store 
I 


Dee 4-5—Ideal Theater—-'Up in ' 


Mary's Attic." 


Dec. 4-5—Palace Theater — Thos 


Meighan in "Civilian Clothes " 


ROYAL NEIGHBORS ELECT OFFI- 


CERS 


The Royal Neighbors of America 


held their annual election of 
officei-s 


last e\ ening at the Oddfellows Hall. 
The following officers weie elected: 


Oiacle—Maigaaet Blackburn. 
Vice Oracle—Chas. Mickelson. 
Chancellor—Elizabeth Murgatroyd. 
Recorder—Mr. Heike. 
Receiver—Lizzie Eichner. 
Inner Sentinel—Elizabeth Miller. 
Outer Sentinel—Anna Peterson. 
Manager for three years—Lorrnda 


Brown. 


Alternate—C. Helke 
Physicians—Dis. Pomainville and 


Boorman. 


Mrs. Julia Bever was chosen to rep- 


resent the lodge at the state conven- 
tion. 


/MM HfLOPy DflflflA 


—Xe\v waists and blouses at S3.75. 


We bought some of the best values 
had in years in georgettes and tucol- 
lettes, values up to S7 50 at $3.75. I. 
E. Wilcox, 201 4th Ave. S. 


&y ANNA 
/V/ef/otj 


LlPt-yOUTU-BOMANCE-lOVI- MlRTU 


/JUGMENTZD ORCHEST 


MR. O'/&#A& New cTow&r A 


OO/NG- MAM/ w/L£s ro 


Prices $2.00, $1.50 and $1.00. 


i Seat sale Wednesday, December 1—Mail orders now! 


ATTENTION! 


{Curtain will rise promptly at 8 o'clock. Doors open,at 7:15 
NO ONE WILL BE SEATED DURING THE ACTION OF 


THE PLAY! 


Be in your seat on time and avoid standing. 


iaWay 


First Mumber 


Is for Entertainment Course 


lorning, 9iOO--Daly's Drug Store 


Monday, Dec. 6th - - Daly's Opera House 


& 


A HUGH FORD 


P 3XO D tl C TI Ol^ 


iOc-20c 


THE FEA', 
IE— 


Girls here's your matinee 
idol— 


KERRIGA 


IN 


"The Dream Cheater" 


Noteable nigeness in this 
one. 


THE SERIAL— 


A Thriller 


"THE LOST CiTY" 


Featuring 


ITA 


Stirring, Stunning, Sen- 


sational. 


THE COMEDY — 


Gertrude Selby 


AND 


NEAL BURNS 


IN 


"Why Did He Do It" 


With an eye to the fool- 
ish. 


Tomorrow! 


New York's Latest Hit! 
"Up In Marys Attic" 


A comedy of situations 


and surprises, also 


Charlie Chaplin 


IN 


"SUNNY SIDE" 


A hurricane of Hillarity. 


COMING—CLARA KIM8ALL YOUNG in "For The Soul of RapheF 
\ 


DALY'S 


Sunday Only 
atinee & Night 


i—GAUMONT NEWSGRAPHIC—LATEST NEWS IN VIVID PICTURES. 
2—AMBROSE COMEDY—A FUN FILM TO DRIVE ALL GLOOM AWAY. 
3—LAWRENCE & HARVEY—ACROBATIC DANCERS—THE WIGGLING WARBLERS 
4—WRIGHT & CAYMAN—THE HUMAN CANARY BIRDS—LISTEN TO THEM 
5—A FEATURE FILM—WE'LL TELL THE NAME OF IT LATER. 
6—WALTER BAKER & CO.—COMEDY MAGIC DE LUXE—IT'S GREAT. 


SPECIAL MUSIC BY DALY'S THEATRE ORCHESTRA 


MATINEE 2:30—15c and 25c-WAR TAX INCLUDED 
NIGHT 7 and 8:45-25-35-50—WAR TAX INCLUDED. 


NOTE—THERE WILL BE BIG KnlE VAUDEVJuFEVERY SATURDAY AND SUNDAY DURING DECEMBER. 


GHAN, 


" CIVILIAN 
CLOTHES" 


He had been reported killed in France. So the snobbish, 
romantic wife, who had fallen in love with his officer's uni- 
form, thought herself a hero's widow. . 
But he'd got by the footman and here he was! Citizen Sam 
McGinnis, in a brand new suit of joyous "hand-me-downs," 
—returned to claim his bride! 
What did he find? What did he do? " You'll laugh, and 
think, and—Attaboy, Sam! 
This is not a war picture. It's a romance of the ex-soldier. 


ALSO 


, LARRY SEMON 


IN 


"The Head Waiter" 


Best comedy you ever saw. 
Both matinees and nights 


AND 


Luke MacLuke's Filmosify 
and Pathe Review. 
Matinees 5 and 15 cents 
Nights 10 and 25 cents 


- P A L A C E - 


O'Hara and Patricia Clary in a rollicking comedy scene in 


at Daly's Theatre, December '4th. 


1EWSP4PERS 
-IWSPAPFR! 


WISCONSIN KAP1D6 DAILY tMMJKB FtlDAY, DBCEMHB 


SOCIETY EVDfTS 


Clufc 


The cjejalwrs of the Hi&torical and 


Literary Club met Thursday evening 
it the home of Mrs. Edward Hougeii, 
Fifth street north, wheu the regular 
Togram was carried out. Mrs. Har- 
riet Hougeii was leade of the lesson. 


» » » 


Entelainfd Club— 


The Wednesday Club were guests 


of Mr. and Mrs. 0. Roenius, Thurs- 
day evening at a four course six 


!ock dinner. The home and table 


-.vere beautifully decorated with pink 
.:id white chrysanthemums. Follow- 
ig dinner several games of auction 
jridge were enjoyed two tables bc- 
ng' used for playing. High score was 
':eld by Mrs. C. E. Norinington. 


This was one of the many pleasant 


(K'ial events of the week. 
* 
* * 


'ntertaincd I'upils — 


'.'lie Juniors and Senior Pupils of 


• Wood County Normal who utlcml- 
•• the school the past year, cutcr- 
• ned the pupils who have entered 


school this year, at a very de- 


lightful party at the school building 


. ihursday 
to which about seventy 


•ere present and all joined in and 
Tijoyed the games of all sorts which 
"•re played. 
County Agricultural 


Agent R. -A. Pc'.erson and his bride 


re the guests of honor. 
\ delicious plale lunch was served 
/"h was prepared by the girls of 


school. Mr. Peterson entertain- 


ed the company with several fine 


:1 selections. 
i: event was one of the jolliest 
happiest of the week on the so- 
.•alendnr. * * * 


"nlerlaincd Club — 


Mrs. F. F. Mongol, Second Avenue 


louth, entertained the members of the 


.Wednesday club and a 
few 
invited 


guests at her home Thursday 
after- 


jon. Four tables were in 
use for 


-•iction bridge. At the close of the af- 
ternoon's games Mrs. Mary 
Keiland 


lielil high score for life club. Mrs. R. 
L. Kittell was presented with a guest 
r'zc. A very delightful afternoon was 


enjoyed by the ladies. 


* r * * 


muni Meeting — 


,..-The W. Y. L. S. Society of the 
'' ;est Side Lutheran Church held a 


•ogulav annual meeting in the church 
.-.irlors, Wednesday evening when the 
•'Allowing olHcers were elected for 
'ie ensuing year: 


President — Helen Smith. 


1 Vice-Pros. — Minnie Bealer. 


'. Secretary — Arthur Wittenberg. 


Treasurer— Viola Pagels. 
At the close of the meeting dainty 


refreshments were served and a so- 
cial hour enjoyed. 


. . * * * • 


Bridge; Party— 
,._^> :..^^ 


Mrs.. A.:' Madsen, 
Fourth 
street 


south' was a- Thursday hostess to the 
M. M. M. Club at auction bridge 
Three tables were uswl, Mrs. Eric 


. Karberk holding high score. 
This 


was one of the enjoyable • informal 
affairs of the wuc-k. 
V 
' 
* 
* 


Entertained Club — 


• , • ' The members of the 0. W. W. Club 
. wbre very pleasantly 
entertained 


Thursday evening at the home o] 
Miss Mabel Grass, Seventh Avenue 
north. 
The. young ladies spent the 


•evening doing all sorts of fancy work 
At a late hour Miss Gross served de- 
licious refreshments after which the 
quests repaired to their homes aftei 
V. pleasant social evening. 


, 
* * * 


Entertained Club— 
.Miss Maurine Butcher, Witter St. 


entertained the members of the Sun 
rise Club at a regular business meet 
ing Thursday. 
Final arrangement 


for the Charity Ball were perfected 
and all committees will commenci 
their duties at once. 


* * 


Entertained Club- 


Mrs. J. W. Nash, Frecmont slrce 


1 -7as a Thursday hostess lu tlic 0. D 
0. Sewing Club. 
Thu ladies spcn 


•i" afternoon in sewing and at fiv 
o'clock Mrs. Nash served delicious re 
.'reshmenls. 
This was one of th 


Dock's pleasant social events. 


* * v 
'•"•nlcrtaincd Faculty— 


The Senior Class entertained its 


••'embers nnd the faculty at a party 
his afternoon which will be continu- 
ed this evening. Margaret Bossert as 


! head of the fcttertaisiueut ooju 
1 and the Seuior advisors, Mr. Pile, j 
' Miss Bradford, Miss Palmer and Miss t 
Eichloger, have charge of the affair.1. 
It is held iu the music room from! 
four to nine-thirty. The party is the 


i first of the series of class entertain- 
ments 
to be helu 
throughout 
the 


ear. Each class is to have one after- 
noom and one everivy; party. 


I 
PERSONAL ^NTION 
I 
i 
; 
i 


Miss Helen Sommers of Milwaukee 


returned to her home in Milwaukee 
the first of the week after sending! 
Thanksgiving and the week end with) 
her sister, Sister Georgia, at the con- 
vent and Mrs. lx>rindu lirown on 2nd 
St. S. 
' 


Dw. 5—Elks Memorial Services, 
Dec. 6—Daly's Theater—Conuuani- 


ty 
Entertauuuect — Metropolitan' 


orchestra. 
! 


Dec 7—Missionary society of First' 


Moravian church will hold sale. 


Dec. 8-Lad;es 
Aid 
of 
M. E. 


Church will hold Christmas sale at 
church parlors. 


Dec. &-ldtai Theater—Clara Kjm- 


ball Young in "For the Heart of 
Raphael." 


Dec. 10—Elks Sunrise Bali. 


TilHKi: J)IK IX COHK. 


Mrs. Charles Baldwin and Mrs. Er- 


nest Otto of Appleton, are visiting at 
the home of Mrs. X. Keiland, liaker 
St. 


N. M. Weeks is transacting business 


in Milwaukee tin's week. 


Prof. M. II. Jackson 
left 
Friday 


evening for Madison to attend a state 
meeting of tho 
principals of 
the 


Training Schools in Wisconsin. 


L. W. Colburn transacted business 


in Miirohlicld ami Stevens Point on 
Thursday. 


Dr. E. J. Clark of this city, Andrew 


Moshcr of Trout Lake and Kred Wolf 
of Chicago formed a hunting party at 
Trout Lake. Dr. Clark returned .Mon- 
day evening with a 22D Ib. buck. The 
other members of tlio 
parly 
with 


hooting a buck. 


Miss Eslclle Wegel, who was a 


ouso guest of Mrs. Myci' Fridstcin, 
iraiA Avenue, has returned to her 
omc in l"ond du Lac. 


Mrs. Bert Nason, First Street N., 
•as a Wednesday guest of friends in 
S'ausau. 


Miss Regina llaunischild, who is 
mploycd at the Hotel Witter, retnrn- 
d Thursday from a three weeks' visit 
t her home in Pitlsville. 


Mrs. 
K. Caswoll of Vesper was a 


'hursday guest of friends in this city. 


Theodore Bete has resumed his <lu- 
ies at the Molt & Wood Creamery 
fter an illness'of a few days. \ 
Attorney Hii'_;h Goggins returned 
'hursday ev> nii.g from a business 
rip to Green Bay. 


LEST YOU FORGET 


Tonight 


Dance at Biron Community Hall. 
Ideal Theater—.1. Warren Kerrigan 


n "The Dream Cheater." 


Palace Theater—"Blind Youth." 


Future Dates 


Dec. 4—Rummage Sale opposite 


rlotel Witter.' 
•'" 


Dec. 4 — Daly's Theater — Fisko 


0'H«ra-"Springtime in Mayo." 


Dec. 
4 — Congregational Ladies 


Aid will hold sale at Miller & Birk- 


>ltz Millinery store.. 
Dec 4-5—Ideal 
Theater—"Up in 


Hary's Attic." 


Dec. 
4-5—Palace Theater — Thos. 


Meighan in "Civilian Clothes." 


(Ky Associated Press) 


London, Dec. 3—Three, civilians 


are reported to have been shot to 
death tliis afternoon 
iu 
Bander, 


County Corlt, following an ambush 
of police, says the central news of. 
Dublin correspondent. 
The 
police 


escaped without a casualty lie says. 


K. F. U. ELECT OFFICERS 


At their meeting last evening the 


E. F. U. clwk'd the following oflicers 
for UIR coming year: 


Pre.-idonl—U. S. Briggs. 
Vice president—1C. T. Bodette, Jr. 
Adviser—Mrs. W. L. Mucaben. 
Inside 
Guard—JIvs. 
Josephine 


Hahncr. 


Outside Guard—Waller Peterson. 
Secretary—(!eo. T. Nixon. 
Treasurer—Klbcrt King. 


Following the meeting a dance 


was held in the hall. 


ROYAL NIClCHIiOUS ELECT OFF!. 


CEUS 


Tho Royal' Neighbors of America 


held their annual election of 
officers 


last evening at. the Oddfellows Hall. 
The following officers were elected: 


Oracle—Margaret Blackburn. 
Vice Oracle—Cbas. Mickelson. 
Chancellor—Elizabeth Murgatroyd. 
Recorder—Mr. Hclke. 
Receiver—Lizzie Kiclmer. 
Inner Sentinel—Elizabeth Miller. 
Outer Sentinel—Anna Peterson. 
Manager for three years—Lorinda 


Brown. 
. 
' 


Alternate—C. Hclke. 
Physicians—Drs. Pomainville 
and 


Eoorman. 


Mrs. 
Julia Bevcr was chosen to rep- 


resent the. lodge at tlie state conven- 
tion. 


PHUCE TOHHiHT, Prices IDc-flc 


"BLIND TOOTH" 
r"~ 


One of the biggest broadway successes in recent years. 
Splendidly <ione in photoplay form. Also 


Hal! Rooi Boys in "ALMOST HEROES" 


And FORD EDUCATIONAL WEEKLY 


DALY'S 
- SATURDAY, DEC, 4 


A GREAT DRAMATIC TREAT 


Curtain Will Rise at 8 O'clock Sharp. 


AUGUSTUS Pnrou.iNe. 


/MSU ttfiwy DMHA 


—New waists and blouses at $3.75. 


We bought some of the best values 
had in years in georgettes and tricol- 
leltes, values up to §7.50 at $3.75. I. 
V,. Wilcox, 201 4th Aye. S. 


NtCHou ouffy 


Lit t-yoilTU -KOMANCE-lOVE- MlRTU 


MR. O'tlWA'S /VfW &ONG3 AR{ U/OK7U 


GOING MA/W MIL&S TO 


Prices $2.00, $1.50 and $1.00. 
[Seat sale Wednesday, December 1—Mail orders now! 


ATTENTION! 


I Curtain will rise promptly at 8 o'clock. Doors open, at 7:15 
I NO ONE WILL BE SEATED DURING THE ACTION OF 


THE PLAY! 


I Be in your seat on time and avoid standing. 


eats for Eniertainmeol Course 


Saturday Morning, 9:00--Daly's Drug Store 


First Number • • Monday, Dec. 6th - • Daly's Opara House 


, Prices !0c-20c 


THE FEATURE— 
Girls here's your matinee 
idol— 


IN 


"The Dream Cheater" 


Nolcable mgeness in this 
one. 


THE SERIAL— 


A Thriller 


"M LOST GITY" 


Featuring 


JHTA KfcNSEN 


Stirring, Stunning, Sen- 


sational. 


THE COMEDY — 


Gertrude Selby 


AND 


NEAL BURNS 


IN 


"Why Did He Do It" 


With an eye to the fool- 
ish. 


Tomorrow! 


New York's Latest Hit! 
"Up In Marys Attic" 


A comedy of situations 


and surprises, also 


Charlie Chaplin 


IN 


"SUNNY SIDE" 


A hurricane of Hillarity. 


COMING—CLARA KMBALl YOUNG in "For The Soul of Raphel" 


Sunday Only 
Matinee & Night 


l-GAUMQNT NEWSGRAPHIC—LATEST NEWS IN VIVID PICTURES. 
2—AMBROSE COMEDY—A FUN FILM TO DRIVE ALL GLOOM AWAY. 
3-LAWRENCE & HARVEY-ACROBATIC DANCERS-THE WIGGLING WARBLERS 
4-WRIGHT & GAYMAN—THE HUMAN CANARY BIRDS-LISTEN TO THEM 
5-A FEATURE FILM-WEU TELL THE NAME OF IT LATER. 
6-WALTER BAKER & CO.-COMEDY MAGIC DE LUXE-IT'S GREAT. 


SPECIAL MUSIC BY DALY'S THEATRE ORCHESTRA 


MATINEE 2:30-15c and ZSc-WARJAX^INCLUDED 
^ 
NIGHT?and8:45-25.35.SO-WAR'TAXINCLUDED. 


NOTE-THERE WILL BE BIG {liriE VAUDEVILLE" EVERY SATURDAY AND SUNDAY DURING DECEMBER. 


C£ paramount (picture 


A HUGH FORD 


PRODUCTION 


Jesse L-] 


THOMAS 
MEIGHANi 
"CIVILIAN 
CLOTHES' 


He had been reported killed in France. So the snobbish, 
romantic wife, who had fallen in love with his officer's uni- 
form, thought-herself a hero's widow. , 


But he'd got by the footman and here he was! Citizen Sam 
McGinnis, in a brand new suit of joyous "hand-me-downs," 
—returned to claim his bride! 


What did he find? What did he do?" You'll laugh, and 
think, and—Attaboy, Sam! 


This is not a war picture. It's a romance of the ex-soldier. 


ALSO 


, LARRY SEMON 


.' •- 
. IN- 
, 
• - . 
. 


"The Head Waiter" 


Best comedy you ever saw. 


Both matinees and nights 


AND 


I Luke MacLuke's. Filmosify 
'Iand Pathe Review. 


=..Matinees' 5 and 15 cents 


Nights 10 and 25 cents 


- P A L A C E - 


Fiske 0'IIara and Patricia Clary in a rollicking comedy scene in 


at Daly's Theatre, December'4th. 
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jjEpappgogOMQe^^ 


of the 


BY EDISON MARSHALL 


(Copyright, 1930, Little, Brown * Company) 


r 
SYNOPSIS 


PROLOGUE. 
- 


In the little towa of Gitcheapolla small 
Dan Failing dreams boyish dreams, tinc- 
tured with melancholy over his supposed 
physical weakness. There, years later. 
he meets Destiny. 


BOOK I— REPATRIATION. 


CHAPTER I.— Warned by his physician 
that he has not more than six months to 
11%'e, Failing sits despondently on a park 
bench, uonderlns where he should spend- 
those six months 
A friendly squirrel 


practically decides the matter for'" him. 
His blood is pioneer blood, and he decides 
to end .his da>s In the torests of Oieg-on. 
Memories of his grandfather and a deep 
love for all things of the wild help him 
In reaching a decision. 


CHAPTER H.— In a large southern Ore- 


gon c:ty he meets people who had known 
and loved his grandfather, a famous fron- 
iiersiruin 
He makes his home with Silas 


Lennox, a Atypical westerner. The only 
other members of the household, axe Len- 
nox's son, "Bill," and daughter, "Snow- 
bird " Their abode is many miles from 
"civilization," In the Umpqua divide, and 
there Failing plans to live out the short 
epan of life which he has been told is his. 
His extreme iveakness'in theoface oC even 
a slight exertion convinces" him that the 
doctor had made a correct diagnosis of 
his case. 


CHAPTER ECI.— From the first 
health shows a marked -jmprovemenj:, ana 
In the companionship of Lennox and his 
son and daughter he tits Into the woods 
life as If he had been bon to It. By 
quick thinking and a lemarkable display 
of "nerve" he saves Lennox's life and his 
ow n when they are attacked by a mad 
coyote 
Lennox declaies he is a rein- 
carnation of his grandfather. Dan Fail- 
Ing 1, whose fame as a -woodsman is a 
household word. 


BOOK TWO — THE DEBT. 


CHAPTER 
1.— Dan, now 
thoroughly 


proficient in woods lore, learns from Len- 
nox that an organized band of outlaws, 
Of which Bert Cninston is the leader, is 
making, trouble in the -vicinity. Landrj 
Hildreth, a former member 01 the gang. 
lias been induced to t irn -state's exidence 
On his -nay to the ilf. n.Idreth is way- 
laid by Crcnston shot ar.l left for dead 
Cranston, ho\\e\er, o\cripoKecl the f\ct 
that H.I-lreth might ha\e djcuncnuirj 
evidence on his person, andi is satisfied 
that his enemy will never reach the city , 
to tell what he knows of the operations 
of the gang. 
" CJI \PTER II.— A cougar, on a personal 
hunting expedition, finds Hildreth in a 
thicket, wheie he had crawled after be- 
ing shot by Cranston. 
The cougar fin- 


ishes Cranston's, work, and In striking 
down .man becomes a forest outlaw. 
Failing, on his way home from a visit 
to 'Snowbird's" lookout station, comes 
upon Cranston In the act of starting a 
forest fire. 
The men quarrel and light 


Failing is no match for the sturdy moun- 
taineer and is sa\ ed from death only by 
the 
Intervention of 
"Snow bird." 
who 


drives the outlaw from his victim by 
threatening him -with a revolver. 


CHAPTER IIT.— Cranston grossly Insults 


the girl. 
Failing promises, her he will 


puni&h him when he has fully recovered 
his htrength, and the girl looks on the 
promise ns a compact. A'fev. cla>s later 
Silas Lennox, while chopping wood in tho 
forest, is pinned under a tailing branch 
and badly hurt. 
"Snowbird" finds her 


father and gets him safely to the house 
and to bed. 


CHAPTER TV.— The girl sets out aci oss 


the Dl\ ide. in the darkness, to bring a 
physician 
She ha.s a sense that she Is 


being btallted by some aiilmal, and be- 
comes uneasv. Dan, -who had been shoot- 
ing, arrhcs home and finds Lennox. Both 
Lennox and Dan fear for "Snowbird's" 
satety, and D.an tit once sets out to over- 
take hor. The animal stalking the girl Is 
the cougar which had finished Uildret.li, 
now become a hunter \o£ man. Failing 
arrives only just in time to s-ivo the girl's 
life, and In that manner pays part of the 
debt ho owes her. As evidence of Dan's 
returning strength he stiangles the ani- 
mal, which, though wounded by a revolver 
shot from "Snowbird's" weapon, \vas a. 
most formidable enemy. 


She was afraid to listen nt Orst. She 


wonted to believe that her pistol fire 
would frighten the animal from her 
trail. She knew, under ordinary con- 
ditions, that It would. If he still fol- 
lowed, It could mean but one thing — 
that sorae unheard-of Incident li.id oc- 
curred to destroy his fear of men. It 
would mean that he had knowingly set 
upon her trail and was hunting her 
with all the age-old rcni5rsclessness 
that Is the code of the mountains. 


For n little while all was silence. 


Then out of the hush the thickets sud- 
denly crashed and shook on tho oppo- 
site side Of the trail. She fired blind 
ly Into the thicket Then she cnuptlit 
herself with a sob. But two shells 
remained in her pistol, and they must 
be saved for the test. 


Wbtsperfoot the cougar, remember- 


ing the< lessons of his youth, turned 
from tho trail when he bad first beard 
Snowbird'? step. lie bad crouched 
and let her pass. 
She was walking 


into the, wind; and as sho was at the 
closest point a message bad blown 
back to him. 


The hair went straight on his shoul- 


ders and along his spine. His blood, 
running cold an instant before from 
fear, made a great leap in his veins. 
A picture came In bis dark mind : the 
chase tot & deer when the moon had 
set, the stir of a living thing that 
broke twigs in the thickets, and the 
leap ho had made. There had been 
blood, that night— the wlldncss and the 
madness and the exultation of the kill, 
Of course there had been terror first, 
J)ut the terror had^soon departed and 


left something lying wnrm^nnd stHl 
In the thickets. It was the same garae 
that walked his trail in front—game 
that (llefl easily and yet, In a vague 
way'he 
<lt<1 hot 
understand, 
the 


noblest ..game ^of all. It was living 
flesh.'to tear, with talon and fang. 


All bis training, all the Instincts 1m- 


. bue<J In him b)r a thousand generations 
of cougars who ^knew this greatest 
fear, were simply'obliterated by the 
^sudden violence of his hunting-read- 
OPS?.' tie had tasted this blood once, 
and it could never be forgotten. The 
flame leaped in his eyes. And then he 
began the stalk. 
' 
' 


A cougar, trying to creep silently 


on its game, does not move quickly. It 
simply steals, as a serpent steals 
through" the grass. Whi$perfoot stalked 
for a period of five minutes, to learn 
that the prey was farther away froni 
him at'every step. 


He trotted forward untl! he came 


olose.^and again he stalked^" Again he 
found, after a few minutes of silent 
creeping through the thickets, that he 
had 
lost", distance. Evidently 
thi« 


game did not feed slowly, like" the 
deer. 
It was to be a chase, thf-n 


Again he trotted within one liunitieOj 
feet of the girl. 


Three times more he tried to stalk 


before he finally gave It up altogether 
This game was like the porcupine— 
simply to be chased down nnd taken 
And in the case of all animals thai 
hunt their game by overtaking It, 
there was no longer nny occasion foi 
going silently. The thing to do was tc 
come close and spring frotu the tr»l) 
behind. 


Though the fear was mostly gone, 


the cougar retained enough of" that 
caulon that most wild animals ex- 
hibitf \\hen hunting a new game so 
that he didn't attempt to strike Snow- 
bird down at once. But as the chase 
went on, his passion grew upon him. 
Ever he crept nearer. And at last he 
sprang" full into the thickets beside 
"her. 


At that Instant she had shot for the 


first time. Because the light had left 
his. eyes before she could find aim, 
both shots-had been clean misses. And 
terrible as the reports were, he was 
too engrossed in the chase to be 
frightened away by mere sound. This 
was the cry the man-pack always 
made—these sudden, startling sounds 
in the silence. But he felt no pain. 
He crouched a moment, shivering. 
Tien he bounded on agala. 


The third shot was a miss too: in 


fact, there had been no chance for a 
hit. A sound in the darkness is as 
unreliable a target as can possibly be 
imagined. And it didn't frighten him 
as much as the others. He waited, 
crouching, and the girl started on. 


She was making other sounds now— 


queer, whimpering sounds not greatly 
different from the bleat that the fawn 
utrers when it dies. It was a fear- 
^sound, and If-there Is one emotion 
"with which.- 'tlTa^wild beasts are ac- 
quainted, in all its phases, it is fear. 
She was afraid of him, then, and that 
meant he need no longer be in the 
least afraid of her. His skin began to 
twitch all over with that terrible mad- 
ness and passion of the flesh-hunters. 


This game was like the deer, and 


the tiling to do was lie In wait There 
wns only one trail. He wasn't afraid 
of losing her In the darkness. She 
•uas neither fleet like the deer nor 
courageous like Woof the bear. He 
had only to wait and leap from the 


darkness'when she passed. 
* 
* 
* 
* 
* 
* 
• 


When Dajn Falling, riding like mad 


ov« Uhe mountain trail, • beard the 
third snot from Snowbird's pistol, he 
felt that one of the debts he owed had 
come due at last. He seemed, to know, 
as the darkness pressed around him, 
that he was to be tried In the fire. And 
the horse staggered beneath him as 
he tried to hasten. 


(To Be Continues) , 


Mr. and Mrs. 
Louis Albert and 


daughter, Norma of Eudolph, spent 
Thursday in this city. 


The Rush Is on for the 
Homer 
Pipeless 
Furnace 


ORIGINAL. PATENTED 
.PIPELESS FURNACE 


By placing your order at 
once you can get prompt de- 
livery and have your fur- 
nace installed within .two or 
three days by 
J, L Marvin 


Wisconsin Rapids 


Agent Homer Furnace 


Cooperation which had been among 


the nrst ideas of the Knights 
was 


never neglected. 
Many Knights, es- 


pecially among the men whose skill 
was menaced hy the introduction 'of 
machinery, bent all their efforts tow- 
ard productive cooperation. This wing 
of the Knights had not been "class 
conscious," for it was composed of 
men who 'aspired to be- small employ- 
ers or were actually employers. They 
had gone into the organization in the 
hope that the whole weight- of the 
Knights would be turned to organiz- 
ing cooperative societies. 
Whenever 


strikes failed or industrial depression 
set in, there would coma a wave of- 
enthusiasm .for forming small produc- 
tive shops owned and operated by 
groups of workmen themselves. Some- 
times, as the Illinois Commissioner of 
Labor said, "wage earners are forced 
into cooperation by reason of discrim- 
ination against them, 'by employers. 
Especially is this true of productive 
enterprises, many of which are 
the 


direct result of unsuccessful strikes 


and blacklisting which has followed 
them." 


Most of these cooperative enter- 


prises failed for one reason or anoth- 
er, the successful experiments appar- 
ently being joint stock 
companies 


rath'er than the cooperative 
brother-, 


hoods organized along idealistic lines. 
In spite of heroic efforts on the part 
of Knights to educate their members 
in the principles of cooperation, en- 
thusiasm waned among organized 
workmen. At all events it no longer 
appeared as a panacea. Thus defeated 
in the attempts to conouer the capi- 
talist system by cooperation, at war 
with powerful craft unions organized 
under the American 
Federation 
of 


Labor, the Knights disappeared in the 
nineties. So the first "grand national 
union of industrial workers," all in- 
clusive and revolutionary, passed into 


the limbo of dead experiments. 
The 


American Federation of Labor and 
skilled workers held the field. 


La Crosse, Wis.—Organized labor 


in Wisconsin ls> marshalling its forc- 
es for an active campaign for laws 
looking toward the welfai-e of the 
working class, according to R. G. 
Kuntson, La Crosse member of the 
executive committee of the State 
Federation of Labor! 


One of the most important sub- 


jects up for legislative action is in- 
surance for 'the unemployed, Mr. 
Knutson said. It is the plan to have 
industry taxes so that 
unemploy- 


ment will be brought down to the 
lowest minimum posbiblc. it is not 
the plan of the federation to make 
unemployment 
profitable 
to 
the 


worker, he said. 


A bill ai>o is being considered to 


brlnsj the 
producer and 
consumer 


d'j£«ir together. 
A marketing bill 


is in course of preparation the state 
federation working with the state 
bureau of markets on this measure. 


A bill for recall of administrative 


officials, which passed both houses 
of the last legislature and was vot- 
ed by the governor, also will be in- 
troduced' agnin. I Amendments will 
be sought to the workmen's compen- 
sation act to increase death bene- 
fits and benefits for certain injuries. 
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Cold Weather Means 


Chapped Skin- 


s 


S3 


S3 
:s 
:s 


sometimes, but not always! 
For the wise woman, 
keeps a bottle of fragrant Dehcir.e on her dresser 
at all times. And its use keeps her skin smooth and 
fresh. 


Do not confuse Dehcine •with the ordinary lotion— 
it has unique properties; for not only is it soothing 
for chapped, rough skins, it also is healing and 
curing! That's what makes Delicine indispensable. 


Delicine has other uses, too. Men like to use it 
after shaving, because it xaLes away that puckery, 
after-shaving sting-, and women find it excellent TO 
use before powdering. 


At your druggist. 
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Pint Dessert Mold—Style—E 


Fruit Desserts 


* 
' 
i. 
' 
with real fruit in them—-bottled 


\ 
i 


Jiffy-Jell is a real-fruit dessert. A condensed fruit 


juice in bottles comes within the package. 


We crush the fruit, condense the juice and seal it. 


So you get real frui't in plenty—not a mere fruit 
'taste.- That is how it differs from the old-time quick 
"desserts." 


It is rich in fruit. We use, for instance, half a 


pineapple to flavor one dessert. 


Jiffy-Jell, comes ready-sweetened, and acidulated 


with a real fruit acid. Simply add boiling water, as 
directed on package, then the flavor from the vial, 
and let cool. A package serves six in mold form, 
or 12 if you whip the jell. All for 15 cents. 
The 


fruit alone would often cost you more. 


Lime-fruit flavor makes a tart green salad jell. 


Mint makes a rich mint jell. 


Millions now enjoy it. Try it 


once and you will never again 
serve the old-time jells. 


10 Flavors in Glass Vials 


Mint 
Lime 
Cherry 
Raspberry 


Loganberry Strawberry 
Pineapple 


Orange 
Lemon 
Coffee 


jji 
A bottle in each package 


to let you try these two 
desserts. See offer be- 
low. Ask us for an or- 
der on your store. ^ 


A 
13 
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Also Jifty-Pie 


Real lemon pie also comes in 


like form. The package contains 
everything necessary — sugar, 
egg yolk, powdered milk, corn 
starch and tapioca. The lemon 
essence — denvecl from lemon 
peel — conies in liquid form in 
a bottle. 


Simp]}" add water, as directed 


on package, cook a little and fill 
3 our pie 
No cook, a(_ any cost 


in time and tioublc, could make 
a better lemon 
pie. 


Also Jifi'y 


Chocolate Fie 
complete — a 
p e r f e c t pie. 
Use; for pud- 
ding too. and 
for cake filling'. 


Two Desserts Free 


Jiffy Desserts best tell their own stor%-. So \ve offer 


to buy > oti a package of each—Jiffy-Jell and Jiffy-Pic. 
They will cost us 30 cents, but we will pay your grocer 
just to let you know these dainties. Mail us the coupon 
and we will send you an order good at any store. But we 
only send one order to a family, of course. Accept this 
ofter now. 


Jiffy Dessert Co., 


Waukesha, Wis. 
THIS 


Mail me an Older, good on any 


grocer, for one package each JifTy- 
Jcll and Jiffy-Pic. 
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>ffee Co. 


Week-End Specials 


Fancy whole rice per pound only ... 
.................. 
lOc 


Campbell's 15c Tomato Soup, only 
................... 
12c 


Walter Baker's Chocolate, 30c bar, only 
.............. 
23c 


Strictly pure cocoa, we guarantee this cocoa to be the high- 
est grade manufactured, special per pound 
.......... 
ISc 


Growler Tobacco, Vl> pound size, only 
................ 
-15c 


Strictly pure ground pepper, pound 
.................. 
30c 


Pure apple butter, 1 pound 7 oz. jar, 35c size only ...... 24c 
Post Toasties or Kelloggs large package 
.............. 
17c 


Instantanious silver cleaner, 25c size, only 
............ 
15c 


Lux for all fine laundering, loc size, only. 
.......... 
, . .12c 


Syrup, YI gallon 3oc, gallons only ..... ". 
............. 
70c 


Climax genuine egg noodles, large package 
............ 
7e 


Large size can of Cleanse.r only 
...................... 
4< 


?alm Olive Toilet Soap, 3 bars for 
................ 
___ 
25< 


Jtose Bath Toilet Soap, made by Palmolive factory, 4 


tars 
........................................ 
25i 


wory Soap, small size 7c, large size 
.................. 
12f 


JJiectric Spark Soap, enough said, 10 bars 
............ 
59f 


Fresh Dromedary Golden Dates, package 
............ 
22e 


Prim Lady Rubberized Waterproof Household Apron. .Tot, 
Fancy Wool Finish double blankets, special • ........ $4.5b 
Private iiiena Coftee 35c, Royal Blend, our best ........ 45t 


give profit sharing coupons on soap, coffees, teas, spices, 


extracts and baking powders. 
x 


Rapids Tea 


• 
\ 


& Coffee Co. 


Grand Avenue 
Thone 112 


OOSOOOCXJOOOOOOOOGOOOOOCKSOOOOOOOOOOG 


iecember 


OX CHOICE, QUALITY MEATS AT 


The New Meat Market 


December 4, 5, 7, 8 and 9. 


Look over these prices listed below, and note how much money you 
can save by taking advantage o£ this sale. Remember that you get 
the same High Quality Meats here, and that you get them for less 
money. 


Pot Roast Beef 
.......... 
15c 


Boneless Rolled Koast Beef 20c 
Sirloin Kteak 
............ 
20c 


Porter House Steak 
....... £0c 


Round Slcak 
............ 
20c 


lioiliti? Boef 
........... 
lOc 


ZaX2^^ 


Your family -will -welcome 
•/ 
+ 
\ 


MARGARINE 


The appetizing thrift spread 


Money-Back I 
Guarantee 
on every 
package 


Get a pound from your grocer 


CUTS 


Poik Koast, Special for 


Sulurdaj 
...... 
". 
...... 20c 


Pork Chops 
...... 
.. ..... 23c 


Pork Steak 
............ 
22c 


Pork ITockh 
............. 
He 


Kri-sh Spare Ilihs 
........ 
ISc 


ITo:; 1m or 
.............. 
10c 


H.iui Pork Itoabt 
........ 
2:?f 


Side 1'ork 
............ 
ti:Jo 


Fre&h Hams, by the hum . 20e 
Ti'4 Heads 
.......... 
Sc 


LAMB. 


Choice Li'n Lamb 
....... 
— Oc 


Choice Loin Lamb 
...... 
ISc 


Sliouldi'r L.itub 
......... 
JSc 


Lamb Chops 
............ 
2()c 


Lamb Stew 
............ 
lOc 


h>IOJvKI) MKATS. 


Xo. 1 li:icoii,by the slab. . . .20c 
Very Good IJucou by slab ISc 
5\\ilt'.s 1'renmmi Bacon... I5c 
Xo. 5 Hams 
............. 
21c 


Hams Sliced 
........... 
:J5e 


; 
SAUSAGES. 


Zi'i-jinKforis or Wieners.. . 18c 
I'olish Sau-^i.ne 
.......... 
I8c 


Bolo£>na Sausag<> 
........ 
ISf 


Minced Ham . . . . 
. . . .llOc 


Pressed Ham 
........... 
23c 


Hriimejer Siursai^e 
....... 
.'JOc 


summer Sausage 
......... 
22c 


Lixer Sausage 
........... 
ifce 


OLKOMAKC.AU.IXE. 


1 pouml prints 
.......... 
30c 


- pound prints 
.......... 
58c 


5 pound piint.s 
........ 
$1.35 


Troco Nut Butler 
Long Horn Cheese 
32c 


Brick Cheese 
32c 


Creamery Butter 
54c 


LARD. 


Xo. 10 Tail Lard 
$1.75 


Xo. o Pail Lard 
$1.10 


Xo. 3 Pail Lard 
03c 


5 pounds Compound Lard 
85c 


FKESH FISH AXD OYSTERS. 
Fancy Holland Herring per 


Kc-i 
$1.10 


Xo. 1O Pail Sjrnp 
75c 


Choice Primes per pound.. 13c 
Brandt's Leader Cou'ec for 


Saturdaj only 
30c 


Fancy Japan Tea for Saturday 


only 
45c 


Fancy Karly June Peas, 2 cans 


lor 
2oc 


Carnation >Iilk tall per can 14c 
Fiinej Salmon, Saturday 


only 
15c 


Choice Oil Sardines, 3 cans 25c 
Choice Mustard Sardines, two 


cans for 
23c 


Bob "White Laundry soap, 10 
Catsup, 2 bottles for 
25c 


bars for 
59c 


Fancy Stuffed Olives, per 


bottle 
25c 


Choice Baked Beans, 2 large 


cans for 
25c 


Fancy Pears, per can ....20c 
Price's Bukiiift i'owdcr, large 


can 
25c 


Soucr Kraut per can 
JOc 


Fajicj Wax Beans per can 15c 
Mustard, large bottle 
15c 


Laru<% can Tomatoes 
lOc 


Mustard Pressintc per bottle 25c 
Fancy dried Peaches per Ib. 25e 
1 nal. jar Mustard 
85c 


1 gal. jar Catsup 
$1.50 


Hebe Milk, per can 
lOc 


Laundry Soap, 10 bars. . . .<18c 
t Market 


" \\K OUT TJIH PRICK WITH EVBKY STjtCE" 


Opposite Wood Co. National Siauk 
Corner 2nd and Vine Streets 


NFWSPAPFR! 
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BY EDISON MARSHALL 


Lltilt, 


' 
. . 
PROLOGUE. 
.-'- 


In the little town of Gltctuspolla im»l| 


Dan Pullliiff clreanu boyish dreams, tinc- 
tured with'melancholy, .over his' supposed 
physical weakneii. There, ye»ts later, 
he ineclj Destiny. ' 
• 
'''."( 


BOOK I—REPATRIATION. 


. CHAPTER I.—Warned by his physician 
that ho has not more than six months to 
live. 1'alllng sits despondently-, on a park 
bench, wondering whcro lib should simmv 
tho«o six inoHtlii 
A Irleiully squirrel 


practically decides th6 matter lor' him. 
His blood Is pioneer blood, and he decides 
to end li|s days In the forests of Orcson. 
Mcmdrlcu of his grandfather and a deop 
love foe all tilings of tho wild help him 
In reaching a decision.- 
. CI1APTEU II.—In a'large southern Ore-; 
gon city ho meets people-who.luul-.known' 
and loved his grandfather,'n fainoug fron- 
tiersman. Ho innltcs his homo with Silas 
Lennox, a "typlcdl westerner."' The only- 
other members of tho'household are Len- 
nox's son, "Bill," and daughter, "Snow- 
bird." Their abodo-'ls ninny inlk-s from, 
'"civilization," In thu Unipiiua divide, and 
there I'.UiUiK plans to live out tho short 
«pan of life which he has been told Is his. 
Ills extreme weaknoss'ln tho'sface'oC even 
K slight eiurtlon convinces' him that the 
doctor had made a correct diagnosis of 
his ca.so. 


CHAPTER Ili.-^rom the' rtr«t ITailrg't 


health shows u murked Imih'ovomenJ, ancj 
!n tho compaalonshlp of Lrano* and his 
eon and daughter ho IHs Into the woodt 
llfo tu If he hud been boni to It. By 
quick thinking and » remarkable, display 
of "nervo" ho saves Lennox's' llfo and hfs 
own when they are attacked by a nmd 
coyote. Lennox declares he Is a rein- 
carnation of his'grandfather, Dun Fall- 
Ing 1, whoso fnnio as a woodsman Is a 
household word. 


BOOK TWO—THE DEBT. 


;• CHAPTER 
I.—Dan. 
now 
thoroughly 


protlclent In woods lore, Icarna from Len- 
nox that mi organised band of outlaws, 
of which Hert Cranston la tho leador, Is- 
• milking..trouble In the vicinity, 
Uindry 


HihU'eih, a former member of the Kang. 
lias been induced to turn .state's cvUlonce. 
On his way to thu.i'llv Illlilreth Is way- 
laid by Cranston, shot. :in<l lyft for cloml. 
Cranston,' however, overlooked tho fuel 
.that ll!l'.lrcih;.-jv.lir.ht liny." dociiuu-ninry 
fvidcnco on his person, ondiis ifinlislicd 
:tlwt his enemy will never reach the clly' 


(to tell what he knows of tho operations 
of the KUIIB^ 


~ 
' 
- • 
' . 
" '' 
;" CHAPTER jr.—A cougar.'oif a'personal 
hunting expedition, nnds Hilclreth In a 
thicket, where ho hnd crawled after bo- 
Ing shot by Cranston. Tho cougar fin- 
ishes Cranston's work, and In striking 
down, .man 
becomes a forest outlaw. 


Falling, on his way homo from a visit 
to 'Snowbird's" lookout station, comes 
upon Cranston in the act of starting n 
forest lire. The men quarrel mid light. 
Falling is no match for the sturdy moun- 
taineer and is saved from death only by 
the intervention 
of 
"Snowbird.", who 


drives tlio outlaw from his victim by 
threatening him with a revolver.' 


Ml CMtttMw );<•« *•«»•*•< *H0 
t» ibe iWckeij, It was the f*w« jaw* 
tbat »•»)£$) bis trail in front—gan^e 
tbft 4tai) easily «a<l yet, ID » Y»CT* 
w»y 'fr* aid g«t understand, ilj* 


-£?i*e of all. It was llrtig 


to tt«r wKfc taloo and fane. 


,M1 "'» lr»'nl««, all Uie Instinct! !=?• 


Jbu«4 In him bf • 'thousand generations 
of cougars who'knew this greater 
tut, wtre limply 'obliterated by th« 
.sudden rloteocc of his hunting-mad- 
' aetfi 
llo had tasted this blood one*, 


aud u.could never be forgotten. 
The 


flame'leaped In bis eyes. And then bf 
. ue^iin the stajk. 
- 
' 
-. 


A cougar. • trying to creep slleutl.v 


on Its game, does not more quietly. Il 
simply steals, as u serpent steals 
through the grass. Whl^perfoot stalked 
for a period of five minutes, to lesrti 
that the prey was farther 'away fron. 
hi» at'every step. 
. '..- . . 


He trotted toward until- he cam* 


close, anil again he stalked.' Again he 
found, after a few minutes" of sllcn 
creeping* through the thickets, that IK 
had.'lost", distance. 
Evidently 
this 


game-did not .feed slowly, like" tli< 
deer. 
It was to be a chase, then 


Again he trotted'within one hundred! 
feet of the girl. 


Three times more he tried to stnlk 


hefore he finally gave It up altogether 
This game \vns like Hie porcupine— 
Bltnply to bo chased down nnd taken. 
And In the case of all animals thai 
hunt tlieir giune by overtaking It, 
there was no longer any occasion foi 
going silently. The thing to do wa» tc 
come close autl spring.from Oi« tnll 
behibd. 
'•. 
j 
_ 


Thbugli the fear was mostly j;on*. 


the'cougar retained enough of that 
cau.'.lon tliat most wild aiilinnls ex- 
hllilt/'wht'it' hunting a new game so 
Uiiit'he didn't attempt to strike Snow- 
bird down at once. But as the chase 
went on, his passion grew upon him. 
Ever hu crept nearer. And at last he 
sprang full'Into the thickets beside 
'her. .v' 
." 


At tiiat Instant she had shot for the 


Drst time, llociinsu the light had left 
Ijls.eycs before she could find aim, 
both'.shots-hud been clean misses. And 
terrible ns the reports were, he was 
too engrossed In the chase to be 
frightened away by mere sound. This 
was the cry the 'man-pack always 
made—these sudden, startling sounds 
In the'silence. 
But ho'felt no pain. 


He crouched a moment, shivering. 
Then he bounded on again. 


The third shot was a miss too: In 


tact, tlicrc had been no chance for a 
hit. 
A sound In tho darkness Is as 


unreliable a target as can possibly be 
Imagined. And it didn't frighten him 
113 much as the others. '•• He waited, 
crouching, and the girl slnrtcil on. 
< 


She was making other sounds now- 


queer, whlmnqrin!; pounds not greatly 
different.from.the bleat iiiat the fawn 
utters when 'it dies. 
It was n fear- 


sound, ''mid if' there la one emotion 
'with" witichTfflo.Twjld beasts arc ac- 
quainted.- In nil ;lls'plmses, It Is fear. 
She was afraid of him, then, and that 
meant he need no longer be in the 
lenst afraid of her. nis skin began to 
twitch all over with that terrible mad- 
ness and passion of tho flesh-hunters. 


This game was like the deer, and 


the thing to do was lie in wait. There 
:\vns only one trail. lie wasn't afraid 
(if losing her.In the darkness. 
She 


was neither-licet like Uie deer nor 
courageous like Woof the bear. 
He 


had only.-to wnit nnd leap from the 


wht* 


DM 


iuovatala 


rtdin* like u*« 
trail. 
th« 


awl 
thero* 
' .Most of these cooperative enter- 


third siiot from Snowbbrd's pistol, he 
felt that «u* ut I be debt* b« owed had 
eoiue due at last. He seemed to koov, 
as the darkness preised arovud him, 
that he wus to be tried lu the fire. And 
the horse staggered beneath tola as 
be tried to hasten. 


jirises failed for one reason or anoth- 


, the successful experiment ^ appar- 


(To Be Continued) . 


Mr. and Mrs. 
Louis 
Albert anil 


daughter, Norma of Rudolph, si>ent 
Tlitirsday in this city. 
? ' 


Cooperation which had been among 


the first ideas of the 
Knights 
wa 


never neglected. 
Many Knights, es 


pccially among the men whose ski! 
was menaced by the 'introduction o 
machinery, bent'all their efforts tow- 
ard productive cooperation. This win 
of Uie Knights hail not been ."clas 
conscious]" for it was composed 
o 


men who 'aspired to. be small employ 
ers or were actually employers. The 
had gone into the organization in th 
hope that the whole weight, of th 
Knights, would be turned to organiz 
ing cooperative societies. 
Whenevc 


strikes failed or industrial depressio 
set in, there would come it wave 
enthusiasm for forming small protluc 
live shops owned anil operated b 
groups of workmen themselves. Sonv 
times, as tfi'e Illinois Commissioner i 
Labor said, "wage earners are force 
into cooperation by reason of discrim 
inalion against them 'by- employer 
Especially is this, true of . proilucliv 
enterprises, many of. which are 
t] 


direct result of unsuccessful 
slrik 


tttly 
joint stock wtupanies 


tUe limbo of dead experiment;-'. 
AraerU'an KecfcniUon of 
Labor 


skilled workers held the field. 


. .... 
. . 
. „. 
.. *?bor J f(?.i?rali<m working with t!ie 


10 Wisconsin is marshalling its fore-j k,,^.^ c,f nlarktts oil this 


A bill aso is being wissieVred to i offinaU, which pawol both 


bring the prod'ii-er ami 
ccnsURU r i of the hit legislature and wa* vot- 


v\'K«t toother. 
A marketing bill Jed by the governor, alw wil! be. in- 


'" iu tour-e of preparation the state) trodured 
• 
• 
- 
Amendments will 


stats j be sought to ths workmen's compen- 


j sation act to increase death 
, 
, 
... 
. 
. 
. 
f 
. 
!v«,^u« v* i.iuirvtrio vi» itus /ucasuiv. ,;w*wi» a\ t 
l«J 
UJl<:iea9l; 
UCdk 
than the woperat^e brother- es for an active campaign for laws! 
A M|| fw rvf.M of a<jn^nistrative flta and benefit!J for ccrujn i 


orgamize4 along idealistic lines, looking toward the welfare of the j 


n spite of heroic efforts on the part i working class, according to R. 0. ' 
f Knights to educate their members' 
i the principles of cooperation, en- 


Kur.tson, La Crosse member of the 
executive committee of the State 


lusiasm waned among organized! Federation of Labor. 
orkmcn. At all events it in longer 
One of the most important sub- 


ppeared as a panacea. Thus defeated! jects up for legislative action is in- 
n the attempts to conjjuer the capi- 
alist system by cooperation, at war 
•ith powerful craft unions organized 
ndcr the American Federation of 
jabor, th'e Knights disappeared in the 
ineties. So the first "grand national 
inion of industrial workers," all in- 
lusive and revolutionary, passed into 


surance for 'the unemployed, Mr. 
Knutson said. It is the plan to have 
industry tuxes so that unemploy- 
ment will be brought 
down to the 


lowest minimum possible. It is not 
the plan of the federation tu make 
tVaemployment • profitable 
to 
the 


worker, he said. 


Dclicinc 


Cold Weather Means 


Chapped Skin- 


sometimcs, hut not always! 
For the wise woman 


keeps a boltlo of fragrant Delicine on her dresser 
at all times. And its use keeps her skin smooth end 
fresh. 


Do not confuse Delicine with the ordinary lotion— 


it.has unique properties; for not only i:; it mulliing 
for chapped, rough skims, it also is healing and 
curing! That's what makes Ueliciuc indispensable. 


Dclicino lias other uses, too. Jlcn like to use it 


after shaving, becauso it takus away that puckery, 
' after-shaving sling, and woiv.cn find it excellent 10 
uso before powdering. 
' At your druggist. 
. 


MMs: 


siii 


s: 


pay 


30c 


to let you try these two 
desserts. Sec offer be- 
low. 
Ask us for an or- 


der on your store. 


' CHAPTER III.—Crnnstnn grossly Insults 
tho girl- 
Fniling promises her he will 


punish him -when he Ims fully recovered 
Ills strength; nnrt the girl looks on tho 
promise as a compact. A-'fe\v tiays later 
611ns Lennox, while chopping wood ia tho 
forest. Is planed under a falling branch 
nnd'badly hurt.' "Snowbird" llnils hor 
father aad gets him safely to ttio'house 
and to bed. 


CHAPTER IV.— Tho girl sets out across 


the DU'idu. In the darkness, to "hrinj; a 
physician. She- has n. sense that she 18 
Ijcin'j; stalked by some animal, and be- 
comes nncasy. -JJan, who hud been shoot- 
Ing.'arrlvca home and HnrlsiTyenno.r. IJoth 
Lennox anil Dan foar for' "Snowbird's" 
safely, and Dan ut unco'.sets out lo over- 
take her. The animal stalklnc llio girl Is 
thu cuugnr wlilch had, linisliod IJIldroth, 
now becomo ,:i liuntcr^of man. Failhiji 
arrives only just In time to save the slrl'a. 
lifo,.and In that manner pays part of tho. 
dobt ho owes her. As evidence of .Dun'.a: 
foturnlny strength he strangles tho .anK'1 
mai; which, though.wounded.by areyplver.' 
sliot from' -"Snowblrd'a" 'weapon, was d 
most formidable eneniy. ' 
': . 


• Shc.was nfrnld'to-listcn tit first. She 
wnnlcd-to believe tlmt her plstol-'hru, 
would frighten the nnimnl from her 
trail. Shi: knew, miller ordinary con- 
illtions,' tlmt it would. If he still fol- 
lowed, It could mean but one thins— 
that sor.io uuhcnrtl-ot Incident Inul oc- 
curred to destroy his fear of men. It 
would mean that he had knowingly set 
upon her trail nnd was hunting her 
with ,all the age-old rom&rsuloEsness 
Hiatus -the-code of the mountains.. 
, 


For a little while all was silence: 


'Thcn.'OUt.of Oie hush the thickets sud- 
denly crashed and shook on the opuo: 
Bite side o£ tho trail. She tired blind.- 
)y into the thicket Then she cangli,t 
licrseit with a sob. But two shells 
remained in her pistol, aud they must" 
bo saved for the test. 


\VTilspcrfoot tho cougar, remember- 


ing the' lessons of his youth, turned 
froin.thct trail when he had llrst hoard 
Snowbird'? step. 
Ho bad crouched 


and let iier pass. She was walking 
Into the wind; and as she was ut I he 
closest point n message had blown 
back to him. 


The linlr went straight on his shoui- 


'dcrs nnd along his spine. His blood, 
running cold nn Instant before from 
fear, made a great leap in his veins. 
A-plcturc came In his dark raiml: the 
chase fpc a deer when Uie tnoon hart I 
set, Uio stir o£ n living thing that 
broke twigs In tho thickets, nnd the 
leap ho had made. Tlicrc bail been; 
blood, that night—the wlldnessand tho' 
madness and tbc exultation of the kill, j 
Of course there hnd been terror first, j 
Jrot-tlic terror had .soon departed and 


The Rush is on for the 
Homer 
Pipeless 


- v . i -, 
: / .v- 
„- ;•/•-• ^t 
•• 
;• ; • 
• 
- 
r . • 
• 
-.-- • 
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j 
with real fruit, in them—bottled 


JilTy-Jell is a real-fruit dcisscrt. .• A condensed fruit 


juice in bottles comes within the package. 


We crush the.fruit, condense the juice and seal it. 


So.you.'get'>real'frui't in plenty—not'a mere fruit 
Haste.- That is how it differs from the old-time quick 
"desserts."' 
' 
" ' 
' : 
. 
. 
. 
- 
- 


..It is rich in,.fruit. We .use, for .instance, half a 
piii'eapple'to flavor oiie dessert. 
' • . ' 


Jiffy-Jcl,tcomes ready-sweetened,, arid acidulated 


with a real fruit acid. Simply add boiling water, as 
directed on package, then the flavor from thc'vi'al, 
•and let cool.. A package serves six in-mold form, 
or 12 if you whip the jell. 
All for 15 cents. .The 


fruit alone would often cost you more. 


Lime-fruit flavor makes a tart green.salad jell. 


Mint makes a rich mint jell. 


Millions now enjoy it. Try it. 


once and you will never again 
serve the old-time jells. 
. .• .v 


10 Flavors in Glass Viais 


Mini 
Lime 
Cherry 
,. Raspberry 


Loganberry Strawberry 
Pineapple 


Orange 
Lemon 
Coffee 


A bottle ia each package. 


Two Desserts Free 


•Jiffy Desserts best tell tlieir own story. 
So we-'offcr 


to buy you a package of each—Jif{y-jcll and Jiffy-Pie. 
They will cost us 30 cents, but we will pay your grocer 
just Ib let you know these dainties. Mail us the coupon 
and we will send you an order good at any store. But we 
only scud one order to a family, of course.1 Accept this 
offer now. 
. 
. ' . 


.Also Jiffy-Pie 


Real lemon pie ulso comes in 


like form.The package contains 
everything necessary — bug;ir, 
egg yolk, powdered milk, corn-' 
starch and tapioca. Thu lemon 
essence—-derived froui lemon 
peel — conies in liquid form in 
a bottle. 


Simply add water, ar> directed 


on package, cook a little and fill 
your pic. No cook, at any cnst 
in time and trouble, could make 
a better lemon 
pie. 


Also Jiffy 


Chocolate Pie 
complete — a 


]> or feet' pic. 
Use for pud- 
ding too. and 
for cake filling. 


MAIL60 
THIS 


Jiffy Dessert Co., 


Waukcsha, Wis. 


Mail me an orilcr, gootl on any 


ijroccr, for one package c.ich JilTy- 
Jcli and Jiffy-Pic. 


By'placing your order at 


once you can get prompt de- 


livery and have your fur- 


,-iiacc installed within .two or 


three days by 
J, L, Marvin 


Wisconsin Kapids 


Agent Homer Furnace 


CCT^^TCi^OTr^^ 


Tour family mil welcome 
WILSON'S 


MARGARINE 


The appetizing tiirift spread 


Money-Back 
Guarantee 
oti every 
package 


Get a pound from your grocer | 


The Rapids Tea 


& Coffee Co. 


Week-End Specials 


Fancy whole rice per pound only 
lOc 


Campbell's 15c Tomato Soup, only 
12c 


Walter Baker's Chocolate, 30c bar, only 
23c 


Strictly pure cocoa, we guarantee this cocoa to be the high- 


est grade manufactured, special per pound 
18c 


Growler Tobacco, \/-> pound size, only 
-15c 


Strictly pure ground pepper, pound 
30c 


Pure apple butter, 1 pound 7 oz. jar, 35c size only 
24c 


Post Toastics or Kelloggs large package 
17c 


Instaiitanions silver cleaner, 25c size, only 
lac 


Lux for all line laundering, 15c size, only 
,. ,12c 


Syrup, i/j gallon 35c, gallons only 
". 
70c 


Climax genuine egg noodles, large package 
7c 


large size can of Cleanser only 
•; 
4< 


I'alm Olive Toilet Soap, 3 bars for 
25« 


L;!ose Rath Toilet Soap, made by Palmolive factory, 4 


tars 
2at 


svory Soap, small size 7c, largo size 
12< 


Electric Spark Soup, enough said, 10 bars 
39f 


Fresh Dromedary Golden Dates, package 
22t 


Prim Lady Rubberized Waterproof Household Apron...75i, 
Fancy Wool Finish double blankets, special" 
$4.al> 


Private liiencl Coll'ce -35c, Royal Blend, our best 
.'. ,45t 


f\'e give profit sharing coupons on soap, coffees, teas, spices, 
extracts and baking powders. 
v 


The Rapids Tea 


& Coffee Co. 


Grand Avenue 
'Phone 112 


3i3OOOQOOOOOCXX)OpOOOOOOOCCXXXXXX)OOOO00600000QOOpOOOO^ } 
A Special December Sale 


ON ClIOICK, QUAU'l'V MEATS AT 


The New Meat Market 


December 4, 5, 7, 8 and 9. 


Look over these prices listed below, and note how mucli'inonuy you 
can save by taking advantage of. this sale.- Komember :that;you get ,~ 
the aiimc High Quality Meats here, anil that you. get them forless 
nioiiey. 
. . . . . 
_ 


I'ot Iloasl'. l?crf. . . . ..'. ..'•;'.'.;. tfic 
Boneless lli)lio(l'Hoast'ltecI:2()c 
Sirloin SlraU 
-. . .'UOo 


I'orlci1 House Steak....'. . .-Oc 
liotiiul Slwik 
.20c 


lloillng Kent 
'..'.... . lOc 


ITnnibiir^iM' 
.15c 


roiuc CUTS 


Poi'k Koasl, Siiecial for 


Saturday . . 
'..,... ,20c 


Pork Chops ......^...\ .2Dc 
.Pbrk Slealc . . . : . . . . . . . .22c 
I'ork Hocks 
Me 


Krt'sli Spare Itilis 
.Ific 


Hns; Ijivoi- 
lOc 


H;IUI I'ork Uoasl . . 
«->c 


Side. I'm-Ic 
2:lc 


"Fresh llains, by Uie ham . .20c 
1'ia Heads 
: .. Sc 


20c 
. 18c 
JSc 
2(lc 
. lOc 


g Clioico Lei; liiiiiib 


Choice Loin I j a m h . . . . . 
Siuiuldci' Tiiiiiil) 


Lamb Stu\v 


SJIOKl-:!) JlljATS. 


So. I Iiai;oii,l).v the slab. . 
Very (!w»l liiicon by slab J3c 
Swift's riTiniiiiii Uucon.'..'toe 
N'o. 1 Hams 
,2!.c 


Mains Sliced 
.y.5c 


d' rank furls ur Wicni-rs. . . . 18c 
Polish .Siinsii.m' 
.......... 
I8c 


Ucl(ign:i Sausage 
...... 
..18i: 


Miiircil ll.'ini 
............ 
;20c 


Preb.sed Ham 
........... 
25r. 


ISi'iimc.ycT Siitisagv ...... .!JOc 


gu 
......... 
'£Zr. 


.... ....... I8c 


•iunitncr 
Liver S« 


pound 
pound 
pound 


jiriiils 
.......... 
aOc 


prints ..... '. ...'.38c 
prints ........ Sl.:i5 


Troco'-Niit TJntter 
30c/ 


Long Horn Cheese . ...... .32c 
Brick Cheese 
32c 


Creamery Knttflr ....... .51c 


IiiVRD. 


No. 10 Vtiil Lard.'.'.'.'.'.$1.75 
No/5 .Pail Laid 
$1.10 


Xo. :i Viiil Iiavtii- 
. 
(We 


~> pounds Compound Lard 
8t5c 


KKKSIf-FISH AM) OYSTKHS. 
Fancy Holland Herring per 


Itcg 
... ..... .'...$1.10. 


No. 10 1'ail Syrup 
75c 


Choice Tmncs per pound. .15e 
lirandl'g Leader Coltcc fw. 


Snlunlay only .....;..80c 


Fancy Japan Tea for Saturday 


only 
'.. .'15? 


Fancy Karly June Teas', 3 cans 


Carnal ion Milk tall per can 14c ' 
Fancy Salmon, Saturday 


only 
J5c . 


Choice Oil Sardines, 3 cans 25c 
thoico iMuslurd Sardines, two 


cans for 
25c 


Bob While, Laundry soap, 10 
Catsup, 2 bottles Cor 
25c 


bars for ......" 
5!)c 


Fancy StulTcd Olives, per 


bottle 
.. 
'...... ;25e 


Choice 'liakeil Beans, a large '. 


cans for 
25c 


Fancy Pears, per can ....20c 
i'rice's Baking 1'uivdcr, large 


can 
2He 


SoiitT Kraut per can 
lOc 


Fancy Wax livnns per can 15<: 
Jlustanl, largf bottle..... .15c 
f,ari;e can Tomatoes. .'... .lOc 
Mustard Dressing per Inittle 2i5c 
Fancy dried Pouches per Ib. 2">« 
I gal. jar Musliiril . 
8">c 


1 gal. jar Catsup 
$1.50 


Hebe Milk, per' can 
lOe 


Laundry Soap, 10 bars. .. .48c 


Market 


'\VK CUT Tilt; I'MCK WITH UVUUY SLICE' 


Opposite Wood (.'o. National liiiuk 
Corner '-ml nntl Vine Streets 


i 
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CUBS ROLL UP 


RECORD SCORE 


HIT 1035 IN SECOND GAME WITH 


TRIBUNES ON ELKS 
ALLIES; 


WIN THREE STRAIGHT 


The Clubs trimmed the Tribunes 


three straight Thursday evening on 
the Elks alleys and rolled up a to- 
tal pin score which has not been 
equalled on the alleys th's year. In- 
dhidual scores rolled by the bowleis 
were highest seen in a match game 
m some little time. Five times dur- 
ing: the match did*'the Club bowlers 
hit the pins for scores which exceed- 
ed 200 and set up a total pin score of 
2720 for the throe games. The second 
game was the record one, the Clubs 
rolling up 1035 pins. 


The Tribunes were very modest in 


their e\enmg's woik, Aldrich being 
hij>h man with 189. 
The Clubs, how- 


ever started out m the opener when 
Perrodin hit the pins for 202 and the 
team rolled up a 872 game. 
In the 


second Bodette hit 
200, Whitrbck 


hit 233 and Smith 234. 
In the third 


game Smith came back with a 213 
score. The other scores were: 


TRIBUNES 


Huffman 
131 
150 
108 


Foster 
157 
149 
150 


Pratt 
113 
123 
136 


Nash 
100 
172 
1J2 


Aldrich 
146 
17J 
189 


SAYS JAPS HAVE LITTLE 


FEELING AGAINST U. S. 


TALK OF WAR COMMON ! HERE 


RARELY HEARD IN JAPAN 


Eau Claire, Wis., Dec. 3—There is 


little sentiment of hostility toward 
the United States OY its people in Ja- 
pan, according to Father William 
Stoecke, who has just returned to this 
county after 12 y»ars as' a Catholic 
missionary in Japan. The war spirit 
/over which some people in this coun- 
try seem to be so alarmed exists 
among- very few of the Japanese, ac- 
cording to Father Stoecke. 


^ubsciibe for The Tribune now! 


The man wno 


is informed. 


reads the Tribune 


WILL JOIN HONEY LEAGUE 


Madison Wis.—The Wisconsin Bee- 


keepers' association in convention 
here voted on Thursday to join the 
Ameiican Honey Producers' league, 
when a resolution in favor of joining 
was unanimously adopted. 


WAUSAU TO HAVE ARMORY 


Wausau, Wis.,—Following a con- 


ference with Adj. Gen. Orlando Hoi- 
way, representative Wausau business 
men decided to builoCan armory as a 
memorial to heroes of the late war, 
and also accomodate the national 


uard units in Waubau, an infantry 


and band company, and give the city 
a commodious auditorium for conven- 
tions and public meetings. 


Of course, I read it in the Tribune. 


Do Your Christmas Shopping 
in Wisconsin Rapids 


Bodette 
Wh'trock 
Mozmski 
Smith 
Pei rodin 


701 
707 


CLUBS 
185 
200 


137 
233 


174 
178 


174 
234 


202 
190 


755 2223 


129 
146 
144 
213 
187 


872 1035 
819 2726 


WILL CHOOSE OTHERS TO 


ACT FOR PRESIDENT 


WILSON WILL NOT ACE DIRECT- 


LY AS MEDIATOR TO 


ARME>?IA 


(By Associated Press) 


^ , Washington, Dec. 
2—Eepresenta- I { 
y 


'''tires to be chosen by President Wil- j j 


son to mediate between Armenia and 
Turkish officials will act for the Pre- 
sident of the United States and not 
for Wodrow Wilson personally, it -was 
said today at the state department m 
response to inquiries as to the exact 
meaning of the president's declara- 
tion in his letter to the Lsagne of 
Nations. 


Bank of Grand Rapids 


Wisconsin Rapids, Wis. 


or 
Christmas 


Christmas Suggestions 


FOR WOMEN— 
Brushes 
Combs 
Mirrors 
Trays 
Clocks 
Buffers 
Nail Files 
Toilet Sets 
Electric Toasters 
Electric Irons 
Electric Vibrators 
Candy 
Toilet Water 
Purses, Music Rolls 


FOR MEN— 
Military Brushes 
Electric Vibrators 
Shaving Sets 
Smoke Sta'nds 
Cameras 
Pipes 
Tobacco 
Cigars 


A Fountain Pen 


Is a very appropriate Christmas gift. 
Tt is a 


useful gift and one which often reminds the 
recipient of the giver. 
/ 


We have the well known PARKER, CONKLIN 
SHEAFFER and WATERMAN pens in all sizes 
and shapes. 


We also have a large stock 
of 
GENUINE 


EVERSHARP PENCILS. 
Last Christmas 


these pencils were difficult to obtain, so pick 
yours early. 


A large stock of CHRISTMAS IVORY and 
Stationery. 


We have a complete line of Christmas cards, 
booklets, Bibles, tree decorations, etc. 


Wood County Drug Store 


E. M. COYLE, Proprietor. 


The merchants of Wisconsin Rapi3s have un- 
usually attractive stocks of holiday goods. 
Prices are more reasonable, and the quality, 
reliable. 
Articles 3rou buy at home stores 


are sold to you by men whom you know to be 
dependable. 


Money spent with Wisconsin Rapids mer- 
chants is kept at home to promote community 
progress. 
Favor yourself, your home mei-- 


chants and your town by trading in Wis- 
consin Rapids. 


JOHNSON & HILL CO. 


WISCONSIN RAPIDS, WISCONSIN 


"Eastern Isles 


Lingerie for Xmas 


Gifts 


There's comfort in "Eastern Isles" Lingerie and they 


sure make fine gifts. Of course, you've often thought 


what an essential thing comfort is in a garment such as 


an envelope chemise. 
But it will be impressed most 


happily upon your mind when you wear and your 
friends wear 


"Eastern Isles" 
Philippine 


L i n g e r i e 


Hand-made and hand-embroidered. 
Its 
delicate 


beauty will delight every woman. Its sheer, lustrous 


« 


materials, its fine hand-workmanship and its wonderful 


embroidery will be all you could ask. But best of all, 


4 


it is such a common-sense garment—it will fit you per- 


'fectly vvith such a happy combination of good "looks 


and perfect comfort. For "Eastern Isles" lingerie is 


cut especially large and roomy. There is freedom for 
every movement. In the back of each chemise is the 


dart which makes an extra allowance of room so that 


the woman of ample proportions finds herself comfort- 


able in the undergarment. The same roominess and 


comfort is found in "Eastern Isles" night gowns. Ma- 


terials of beauty and durability, too—embroidery that 


is exquisit also. Have you choosen your "Eastern Isles" 


garments yet? You and your friends will love to wear 
them. 
-- 


Gowns Priced at $4.50 to $6.95 
Chemise 
Priced 
at $4.50 to $6.95 


(Chemise and gowns to match—See window display) 


SANTA CLAUS GAME SATURDAY, AT 


During Santa Claus' visit to our Toy Department Saturday, we are going to have a Santa Claus game for 
everyone. We will have 200 packages of prizes to retail at 75c each, GUARANTEED TO BE FULL VALUE. 
Among^thcse packages there will be eight PRIZES RANGING FROM $1.50 to $2.50 which will go at ihc same 
pi ice of 75c 
Look for this prize counter during your visit to our store tomorrow. Everybody can play. 


EACH PACKAGE FULL GUARANTEE OF 75c VALUE. 


,0 SANTA WILL BE HERE TOMORROW, FROM 2 to 4 p. m. 


t l 
A 


ft o 
Be sure to come to our chocolate party and visit with Santa. The party is 'for all children from 2 to 7 years. 


Saturday Specials in Toyland 


BABY TINKER 
MAMY TINKER 
TOM TINKER 
BELL TINKER 
49 Gts. 


Monday Specials in Toyland 


GAME OF ROOK—CARDS 
GAME OF PIT—CARDS 
GAME OF FLINCH—CARDS 


69 cte. 


DON'T FORGET OUR LOW PRICE SALE TOMORROW 
| 


3OCKXXXXXXXXSO<XX5OQOOOC<XX^ 


'SFAFLRI 
NEWSPAPER! 


COBS ROLL OP 


RECORD SCORE 


HIT IMS IN SECOND GAME WITH 


TRIBUNES ON ELKS ALLIES; 
WIN THREE STRAIGHT 


The Clubs trimmed the Tribunes 


three straight Thursday evening on 
the Elks alleys and rolled up a to- 
tal pin score which has not been 
equalled on the alleys th:s your. In- 
dividual scores rolled by the bowlers 
were highest seen in 11 match game 
in some little time. 
Five times dur- 


ing the match did" the Club bowlers 
hit the pins for scores which exceed- 
ed 200 and set up a totai pin score of 
272G for the three games. The second 
•'.ante was the record one, the Clubs 
rolling up 1035 pins. 


The Tribunes were very modest in 


their evening's work, Aldrich1 being 
high man with 189. The Clubs, how- 
ever started out in the opener when 
Perrodin hit the pins for 202 and the 
team rolled up a S72 game. 
In the 


second .Huddle, hit 
200, Whitrock 


hit 233 and Smith 234. In the third 
game Smith came back with a 213 
score. The other scores were: 


TRI BUNKS 


Huffman 
131- 
150 
108 


SAYS JAPS HAVE UfTLE 


FEELING AGAINST U. S. 


'TALK Of WAR COMMON ' HKRE 
i 
RAKELY HEARD IN JAPAN 


Subscribe for The Tribune now! 


Foster 
Pratt 
Nash 
AMrieh 


Bodette 
Whitrock 
Mozinski 
Smitli 
Perrodln 


157 
M9 
150 


113 
123 
150 


100 
172 
152 


MG 
17:! 
1811 


701 
7C7 
755 2223 


CLUHS 
18i> 
200 
129 


1U7 
233 
MG 


17-1 
17-1 
202 
100 


178 
144 


234 
213 
187 


872 1035 819 272G 


CHOOSE OTHERS TO 
ACT FOR PRESIDENT 


WILSON WILL NOT ACE DIRECT- 


LY AS MEDIATOR TO. 


ARMENIA 


A 


(By Associated Press) 


j Washington, Dec. 
2—Representa- 


ives to he chosen by President Wil- 
son to mediate between Armenia and 
Turkish officials will net for the Pre- 
sident of the United States and not 
for Woclrow Wilson personally,'it was 
said today at the state department in 
response to inquiries as to the.exact 
meaning of the president's declara- 
tion in his letter to the League of 
Nations. 
. 
' 


Eau Claire, Wis., Dec. 3—There is 


little sentiment of hostility toward 
the United States or its people in Ja- 
pan, according to Father 
William 


Stoecke, who has just returned to this 
county after 12 years as'a Catholic 
missionary in Japan. The war spirit 
over which some people in this coun- 
try seem to be so alarmed exists 
among very few of the Japanese, ac- 
cording to Father Stoecke. 


The man wno reads the Tribune 


Is informed. 


WBOOMSPT KAffl* BAILT TlWKi HI DAY, DECEMBER 3. 


Madison Wis,.—The Wisroasiu Bee- 


keepers' association ijj convention 
here voted o« Thursday to join the 
American Honey Producers' league, 
when a resolution in favor of joining 
was unanimously adopted. 


WAUSAU TO HAVE AKMORY 


Wausau, Wis.,—Following a con- 


ference with Adj. Gen. Orlando Hoi- 
way, representative Wausau business 
men decided to buiUvan armory as a 
memorial to heroes of the late war, 
and also accomodate the national 
guard units in Wausau, an infantry 
and band company, and give the city 
a commodious auditorium for conven- 
tions and public meetings. 


Of course, 1 read it in the Tribune. 


Do Your Christmas Shopping 
in Wisconsin Rapids 
I 


The merchtmts of Wisconsin Rapids have un- 
usually attractive stocks of holiday goods. 
Prices are more reasonable, and the quality, 
reliable. 
Articles you buy at home stores 


are sold to you by men whom you know to be 
dependable. 


Money spent with Wisconsin Rapids mer- 
chants is kept at home to promote community 
progress. Favor yourself, your home mer- 
chants and your town by trading in Wis- 
consin Rapids. 


Bank of Grand Rapids 


Wisconsin Rapids, Wis. 


. 
, 
| 


Christmas Suggestions 


FOR WOMEN- 
Brushes 
Combs 
Mirrors 
Trays 
Clocks 
Buffers 
Nail Files 
Toilet Sels 
Electric Toasters 
Electric Irons 
Electric Vibrators 
Candy 
Toilet Water 
Purses, Music Rolls 


FOR MEN— 
Military Brushes 
Electric Vibrators 
Shaving Sets 
Smoke Stands 
Cameras 
Pipes 
Tobacco 
Cigars 


A Fountain Pen 


Is a very appropriate Christmas gift. 
U is a 


useful gift and one which often reminds the 
recipient of the giver. 
• 
/ 


We have the well known PARKER, CONKLIN 
SHEAFFER and WATERMAN pens in all sizes 
and shapes. 


We also have a large stock 
of 
GENUINE 


EVERSHARP PENCILS. 
Last Christmas 


these pencils were difficult to obtain, so pick 
yours early. 


JOHNSON & HILL CO. 


WISCONSIN RAPIDS, WISCONSIN 


A large stock of CHRISTMAS IVORY and 
Stationery. 


We have a complete line of Christmas cards, 
booklets, Bibles, tree decorations, etc. 


"Eastern Isles" 
Lingerie for Xmas 


Gifts 


There's comfort in "Eastern Isles" Lingerie and they 


sure make fine gifts. Of course, you've often thought 


what an essential thing comfort is in a garment such as 


an envelope chemise. 
But it will be impressed most 


happily upon your mind when you wear and your 


friends wear 
• 


"Eastern Isles" Philippine 


L i n g e r i e 


Hand-made and hand-embroidered. 
Its delicate 


beauty will delight every woman. Its sheer, lustrous 


_ 
* 


materials, its fine hand-workmanship and its wonderful 


embroidery will be all you could ask. But best of all, 


it is such a common-sense garment—it will fit you per- 


fectly with such a happy combination of good'looks 


and'perfect comfort. For "Eastern Isles" lingerie is 


cut especially large and roomy. There is freedom for 


every movement. In the back of each chemise is the 


dart which makes an extra allowance of room so that 


the woman of ample proportions finds herself comfort- 


able in the undergarment. The same roominess and 


comfort is found in "Eastern Isles" night gowns. Ma- 


terials of beauty and durability, too—embroidery that 


is exquisit also. Have you choosen your "Eastern Isles" 


..garments yet? You and your friends will love to wear 


them. 
•- 


. 
V 


Gowns Priced at $4.50 to $6.95 
Chemise Priced at $4.50 to $6.95 


(Chemise and gowns to match—See window display) 


SANTA CLAUS GAME SATURDAY, AT 


oo 


During Santa Claus' visit to our Toy Department Saturday, we are going to have a Sanla Clans game for 
everyone. We will have 200 packages of prizes to retail at 75c each, GUARANTEED TO BE FULL VALUE. 
Among4hese packages there will be eight PRIZES RANGING FROM $1.50 16 $2.50 which will go at ihe same 
price of 75c 
Look for this prize counter during your visit to our store tomorrow. Everybody can play. 


EACH PACKAGE FULL GUARANTEE OF 75c VALUE. 
SANTA WILL BE HERE TOMORROW, FROM 2 to 4 p. m. 


Be sure to come to our chocolate party and visit with Santa. The party is'for all children from 2 lo 7 years. 


Saturday Specials in Toyland 


Wood County Drug Store 


E. M. COYLE, Proprietor. 


BAI5Y TINKER 
MAMY TINKER, 
TOM TINKER 
HELL TINKER 
49 ots. 


Monday Specials in Toyland 


GAME OF ROOK—CARDS 
GAME OF PIT—CARDS 
GAME OF FLINCH—CARDS 


69 cts. 


oo 


8 


DON'T FORGET OUR LOW PRICE SALE TOMORROW 


^.^^^^ 
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